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Only Three Points 
of Contact 


You'll save money by saving the time usually wasted 
in setting radiator brackets on uneven walls. The 
new Grinnell Column Radiator Brackets effect this 
economy for they have only three points of contact 
and require only one bolt for securing them to the 
masonry. 


What’s more, they can be installed without careful, 
time-consuming measurements due to their wide ad- 


justment, both vertically and horizontally. 


We'll be glad to send you a pamphlet illustrating this 
sturdy new bracket and giving dimensions and list of 
sizes in which it is available. Address Grinnell Com- 
pany, Inc.—275 West Exchange Street, Providence, 


R. I. 


GRINNELL 


Fittings, Hangers, Valves, Pipe Bending. 


Welding, Piping Supplies, Etc. 
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Be slow in choosing a friend, and slower in 
changing.—Franklyn. 


Did you ever, just for the sake of knowing 
where you stand, check over your friends? 


If you’re a VQGEL Plumber you would say 
that VQGEL Frost Proof Products were your 


best friends, and you would be right. 


If you’re not a VQGEL Plumber, then you 


have missed a lot. 


Take the VQGEL Frost Proof Hydrant, for 
instance, it won’t quit work even when the 
mercury drops down into the bulb. Every 
garage in your neighborhood needs one. Here, 
alone, are good profits, easily earned, waiting 
for you. 





Let your jobber make you acquainted with 


the VOGEL Line. We know that your friend- 


ship will increase with every job. 


Our 
Cataloo 





SS 


Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Benjamin Kewin 


Rochester Plumber, 
Says:— 


‘*We belleve that the time 
is not far distant when 
practically every home 
owner will use an auto- 
matic water heater, if he 
has gas. We believe too, 
that the EverHot Heater 
is the particular heater 
that will serve to pop- 
ularize the automatic 
water heater in this 
country.”’ 


C. McCullough, 


Lansdowne, Pa., Plumber, 
Says:— 


‘*An EverHot Heater in 
my own home-—about 
seventy in homes of my 
customers—and no come- 
backs—I am 100% Ever- 
Hot.’’ 


Frank J. Carberry of 
Carberry & Weigand, 
Inc. 

New York Plumbers, 

Says:— 


‘*During the year 1925 we 
have used approximately 
forty (40) of your EverHot 
Heaters, and we have yet 
to hear of any complairt 
in regards to same from 
our clients, and we can 
therefore say nothing but 
the best for the EverHot 
Heater.”’ 


Thomas J. Meehan 
Syracuse Plumber, 
Says:— 


“During the past year I 
have installed ten Ever- 
Hot Heaters and they have 
been satisfactory in every 
way. To date I have not 
had a single complaint.”’ 


Robertson Plumbing 
Company, Inc. 


Plumbers in Bayside, Borough of 
Queens, New York City, 


Say:— 


‘“*EverHot Heaters give 
pronounced satisfaction 
and help increase sales,”’ 


L. J. Sander, Inc. 


Buffalo Plumbers, 
Say:— 


**EverHot Heater is in our 
opinion not only the best 
and most satisfactory 
automatic water heater 
on the market, but the 
policy of your company is 
right. We expect to sell 
more of them this year 
than ever before.”’ 


c. L. TUCK, 


Detroit Plumber, 
Says:— 


“EverHot Heaters are 
trouble-free and there's a 
clean profit in every one 
of them. That’s why I 
installed sixty-three Ever- 
Hots last year.’’ 




















One fact concerning the EverHot Heater is of particular importance 
to plumbers everywhere--no EverHot has ever been so!d except. 
through the plumbing trade. 


Couple this with thefperfect service rendered both by the heater itself, 
and the*factory which manufactures it, and the reason for EverHot’s 
popularity is clear. 


Plumbers from coast to coast recommend the heater and install it. 
But after you have read these typical comments by plumbers regard- 
ing the EverHot, there is little left for us to say. 


EVERHOT HEATER COMPANY, 5211 Wesson Ave., DETROIT, U. S. A. 
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Scott Valves are the Product of years 
of experience in manufacturing 
quality valves 





Valves are really important 
items.. A valve is not merely 
a mass of bronze or iron with 
a stem and a wheel. Properly 
designed and constructed 
valves are the product of 
engineering skill and there is 
as much difference in their 


makeup as in the clothes that 
people wear. 


Standardize on Scott Valves. 
Over fifty years of valve en- 
gineering experience is woven 
into the perfected Scott Valve 
line of today. 








The Famous Scott 
No. 1 Gate Valve 


Scott Valve Manufacturing Co. 
3963 McKinley Ave. Detroit, Mich. 


COTT~S-VALVE 


“MAXIMUM SERVICE PER DOLLAR” 
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Quality Products 
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pon forplumbing fixtures 
and builders’ hardware 
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6 Broadway, New York City 
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DEPENDABLE HEAT ALL OVER THE HOUSE “wot 2 ECONOMY 


Guaranteed heating 
changes guess 
to facts 








The difference between the old order 
wa “4 of boiler ratings and guaranteed heat- 
ff ing is as wide as the gap between 
guesswork and certainty. 





Little wonder that men who deal 
in facts, architects, engineers, con- 
tractors, and builders, were so ready 
to approve and accept this sound so- 
lution to one of the heating industry's 
2% oldest problems. ' 








ae i? Striking color pages in nationa 
ia magazines broadcast the advantages 
\., of Capitol guaranteed heating month 
‘1 after month. Your clients know that 

| their warm satisfaction is assured 
when Capitol Boilers are specified 
| and installed. 


A request by letter will bring you 
complete information, without obli- 
gation. 





UNITED STATES RADIATOR CORPORATION 
DETROIT, MICHIGAN 
6 FACTORIES AND 28 ASSEMBLING PLANTS 
SERVE THE COUNTRY 


For 36 years, builders of dependable heating equipment 


Capitol 
Boilers 


and 


| UNITED STATES 
RADIATORS 
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SUPPLIED AND INSTALLED NATIONALLY BY ESTABLISHED HEATING CONTRACT‘S 
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A Remarkable 








building was heated by one 
No. 618 Pacific Updraft 
Smokeless Boiler (6500' rated 
capacity). Between October 9, 
1925, and March 26, 1926, 
the Pacific boiler burned 122 
tons of screenings at $7.60 
per ton, total $927.20. 


a 
Two buildings side by side—same size, same 
builders, same plans. Even the same fire- 
man. Identical heating conditions. Yet the 





The Net Saving 


in the Pacific 






building under exactly identi- 
cal conditions was heated by 
an ordinary steel firebox re- 
turn tubular down draft boiler, 
same rated capacity. During 
the same period, it burned 154 
tons of lump coal at $8.40 per 
ton, total $1293.60. 





Pacific boiler showed remarkable fuel saving Heated Building 


over the other boiler. There is only one an- 
swer — superior Pacific construction features. 
Write us for complete information. 

GENERAL BOILERS CoO. 


WAUKEGAN, ILLINOIS 
Branch Offices in Principal Cities 









was $366.40 or 


over 28% 


STEEL HEATING BOILERS 





Mention Domestic ENGINEERING when writing advertisers 











12, 1926 DOMESTIC ENGINEERING 11 










ery 

ay eer de. é 
‘ = ite NER ' é 
<oek, Sa. a) 


ee oo 
7 OM a Th ey ere 
. —— . ~——— 
a/ $4 G =e Ber hii 
i Saar SHOTS pad SZ. 
my ae 
Bs \ A Be 


wt a Mm 6 ; 








a 
ae ft 


Before the Days of the Irish Boss 


URING the reign of the infamous Nero the palace of the Emperor on 

the Palatine Hill was supplied with water from the Claudia aque 
duct. Lead pipe was probably used to convey it from the lofty arches where 
the masonry work ended to the various buildings. Altogether in Rome at 
this time 39 ornamental fountains and 591 public water basins were 
supplied day and night. 


The twenty-fourth in a 
series of advertisements 
outlining the early de- 
velopment of plumbing 
ideas. A complete folio 
ofthis History of 
plumbing will be sent 
on request. 


Rome was far wiser in its sanitary provisions than were the Europeans of 
later years when plagues like the Black Death wiped out whole communities. 


It was only during the present century that a process for making seamless 
brass tubing was perfected and it was not until 1917 that the Bridgeport 
Brass Company developed the electric furnace method of melting brass 








WE MAKE 
Ledrite Brass Rod 
Phono-Electric ContactWire 
Plumrite Brass Pipe 
Phono-H:- Strength Vire 
Tubular Plumbing Goods 


and 
fato Accessories-Stampings 
avers Copper- Specialties 
crew Machine Products 
Press«d or DrawnProducte 
Oiiand Grease Gunes 


Electric 
Furnace 
Brass 


which makes possible the uniformity of mixture always found in Bridgeport 
Plumrite brass pipe and Bridgeport tubular plumbing goods. The progress 
made by the foremost brass companies in Connecticut during the past half 
century is greater than the total contribution to the industry of the whole 
world prior to that time. 








Company 
BRIDGEPORT - CONNECTICUT 
NEW YORK PHILADELPHIA CHICAGO CLEVELAND DETROIT 





Member Copper and Brass Research Association and Trade Extension Bureau 






























A union that has to be 
‘*humored’”’ when it is 
installed never makes 
a permanently tight 
connection. EXCEL 
UNIONS are machined 
to the closest possible 
gauge, with every thread 
sharp and clean and the 
pitch absolutely uniform. 
That is why EXCELS are 
so easy to install. They 
make up tight and stay 
tight as long as the pipe 
lasts. 


Your jobber has them 


Providence Fittings 
Company 


7 Water Street Boston, Mass. 
New York Office, 210 E. 45th St. 
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People Tire 
of 


Nye Tools 


One fellow writes in: ‘‘The only thing I don’t like about your Pipe Tool Maker to the 
: ; P American Plumber 
tools is that they last too long. end Sescunfater 





‘**Idon’t have an alibi to buy me a new one, whatever it is, the old one is still so good.”’ 


When they planted King Tut, they didn’t use whatever was the cheapest for his 
tomb. 


They used whatever was likely to last. And that’s us all over, Mabel. 


To Make Nye Tools 


We buy the best steel. We have to, because we are making the best tools. 
They are the world’s best design. So we make them of the world’s best material. 
They deserve it. The trade deserves it, and it pays us both best in the long run. 


Don’t let somebody tell you that something cheaper is just as good. 


> Fo 


The Nye Tool & Machine Works 


4120-30 Fullerton Ave. Chicago, Illinois 


They would get more for it if they could. 


\ 


Nye Toledo Type Stock 


. Nye Toledo type pipe threaders, made in both the 
New Type SelfLocking Vises Nye Vise Stands with Pipe Be nde r plain and ratchet type. Satisfaction absolutely guar 
Equipped with or without Nye Vises. Can | anteed Sent on free trial . 

No. 00 ; . . $2.82 net drilled for any size vise specified. Bender can | No. 1 Nye Toledo Type Pipe Threader complete 
No. 10 3.34 net used with open side vise or bench vis« $9.60 net 

. eins are 7 ' With Legs and No. 10 Self-Locking Vise, No be AN : Are hd Type Pip Threade ) — on 
No.2. . .. « SOO ne Net each $15 sepia tiacstindiainneat “$12.00 net 
| re a With Legs but without Vises, Net each 2.90 West of Rocky Mountains $12.75 
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Backed by 25 years 
of Manulacturing 


LXpertence 


oh “ 

















MILVAC O 


THERMOSTATIC TRAP 


Conceived, designed and built to a purpose — the elimi- 
nation of trap troubles — the Milvaco Thermostatic 
Trap embodies in its detail of construction, principal of 
operation, and accomplishment of purpose, a standard 
synonymous to the Milwaukee Valve Company. 


Backed by twenty-five years of manufacturing experience 
—A message with a meaning to the discriminating buyer. 


Bulletin No. 23 descriptive in detail of the Milvaco Ther- 
mostatic Trap will gladly be mailed you upon request. 


MILWAUKEE VALVE Co. 


MILWAUKEE, WISCONSIN, U. S. A. 
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Belween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


N THE FRONT COVER THIS WEEK IS — are the problems of all branche that t Interests « 
shown the architect’s drawing of the new Stevens oo manutacturer, wholesaler and retailer are identical. [acl 
has his own welfare to watch, of course, but that weltar 


Hotel, now under erection im Chicago Vhis OV ( it rf ¢ ( ’ 

will contain 3,000 rooms. It is advertised as “the will be far more cure if there exists a close harmor 
world’s greatest hotel.” lhe heating contract was between the three branches than if each works alone 
undertaken by Phillips-Getschow Co., Chicago, through Retailer and manutacturer ought t ( ( 
whose courtesy the three inset photographs were secured. greatly interested in the deliberations of the Na 

\t the upper right two of the company’s men are seen Pipe & Supplies Association, which appear in this issu 
putting a riser in place. In the circle at the right are ihe matters dealt with are “fannly” matter 

e twenty-inch risers, resting on the topmost girders — every man who deals in plumbing and he 


the building, ready for use. In the oval at the bottom — and service. 
of the men are setting sleeves on one of the upper 


; IATIONAL TOL: THE HEA 
floors. Surely it is a matter for pride that without A I PAE NAT APTI 
4 1 i ti 


. ng and Pipine Contractor Natror \sson 
modern methods of plumbing and heating such a build g and i ie : 
. . “aq . has bee I onventio1 | two cor nto. | 
ing as this would be an impossibility. Down in the shanty |) fet THE convent Ihe 
; . ‘ ” veth strengthen still further the feeling of commiuimit 
below the street level is the “nerve center directing the pether, strengtne vayeens . 
of interest. Perhaps there is no better place than a cor 


heating operations, planning the day’s work, co-ordinat 
. - \ W1O1 Cc Tl ‘) look ror a Wwe wp Of th eur: 
with the other crafts, to the end that thoughtless hotel ae epee 
. . rogress and a statement of the problems that vet 
uests may turn a valve and enjoy perfect comfort while progr ind a statenn 


. ; sclution in whole or in part. Cor 
watching a blizzard swirl over Lake Michigan, or buffet a : ‘ie 
be considered text books of prover lor the matusts 


passers by on the street below. 


PRIDE IN CRAFT WAS WHAT MADE THE yeep Angsiaadnaee niet alain ak 


; ‘ : ion of the papers read at tl tine of tl \ 
great guilds of the middle ages so strong that today tion OF the pape Se ee See dias 


‘ ip on oe in Lexington, Wy Because of the at amount 


there linger traces of the practices fostered by them 


. . . , of material last week we were unable to melude all ot 
centuries ago. Pride in craft is the first step toward Irft ULC ¢ ( lc 
; : : ‘ the splendid papers and discussiot1 it this meetine. The 
inv anv industrv into the limelight. When men have a ee oa ; 
." . . will be found in this issue, to complete the picture ot the 
pride in their calling they respect it by indulging in noth Soa ye 


meeting held by the engineers in the “blue gra 
ing but the soundest practices. To know that our industry alii : 

. where the big national meeting of 1 plumbet 
is essential to such projects as the great Stevens Hotel here the = cad 
. “14: I) | ‘latter part of the month 
and the thousands of buildings which rear their heads ¢ held the Tatt ; c THOM 


hundreds of feet above the street, is to experience a Ww" i: BRINGS.1is- TO THI UIBIKG 
tecling of pride. that is foremost in evervone’s mind right now 


: ‘yr "O° ) r . . the 44th Annual Convention of the National JA\ssocia 

ND NOTHING SO FOSTERS THAT FEEL- sarge we 
‘ : . ; ° ° tion oft \aster Plumbers No fe that thr heating 
4 ing as the meetings at which members of the in ; 
fy . , . craft, the men who do so much for sanitation have a 
Custry gather annually or semi-annually, or even oftener - ) ) : 

, : er :; . right to feel deep pride in the achievements of thi 
in the case of local associations. If the convention 5 oan 
ae . . . dustry They too, follow closel the eat steel irdet 
ason has any significance whatever, it is in this diree- | ms . : 
in their skyward climb, delivering to amazing height 


tion of keeping alive the feeling that the industry is es- ; 
, er the water without which human beings cannot live, and 
sential to progress and has added its share to the common 


: 3 yy uutting in the svstem which will effectively dispose ¢ 
d of comfortable living. | a : : 


the waste from buildings ranging from imple bunga 
1 


| AST WEEK THE WHOLESALERS GATH low to a structure like the Stevens, with its 3,000 1 


4ered at White Sulphur Springs, W. Va., and gave and innumerable kitchens and other service taciliti 


attention to the matter of distribution. Speakers The annual meeting renews the feeling of prid 
ote outside the industry gave a general view of dis forms the starting point for another year’s progr 
won problems and facilities. Speakers within the 


lustry went over the problems faced in our field. Out 


: ; ae e 
ill the discussion comes a stronger conviction to the as 


ner that the problems of one branch of the industry 
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BIG BUILDING SERIES No. 89 


‘“*TOLEDO”’ PIPE CUTTERS— 
RAPID AND LEAVE NO BURR 







When there is large pipe to be cut a ‘‘TOLEDO”’ pipe 
cutter will cut it off straight, true, and leave no burr. 






These fast, easily operated, square-end cutters may 
be operated either by hand or converted into swift power 
machines by connecting a ‘‘TOLEDO’’ Power Drive. 







They are made in four sizes from 2!%” to 12” inclusive, 
and for large pipe have no equal. 






A postcard will bring you further information and our 
complete catalog. 





BUY BY COMPARISON AND YOU’LL BUY A 


od 







The new Forest Hill Hotel and 
Apartment, West Pine Boulevard, St. 
Louis—another job where ‘‘TOLEDO”’ 
tools were used by the plumbing and 
heating contractors. 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 Lafayette St. 
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Go to Louisville plumbers expect, at the 44th 
4 annual convention of the National As- 
Loussville the 


largest attendance in the history of the organization. 


sociation of Master Plumbers, 
They have the assurance of advance reservations and 
promises made by members in every section of the coun- 
try for such expectation. We hope that this is so—that 
every master plumber will make a special effort to be 
there, for never before in the history of business have 
trade associations been so important. The master plumb- 
ers have many problems—they have many things to do, 
and a strong association is the agency through which 
each master plumber can have his business improved and 
his interests protected. We see this fact all around us 
that the co-operative effort of trade associations has 
brought order out of chaos, has made the groups which 
they represent strong groups, capable of running their 
businesses successfully. 

Business is becoming complex day. 


more every 


Methods of distribution are changing. Production is 
reaching peak efficiency. Pressure is being exerted on 
each branch of the industry to keep in the march of 
progress or else step aside and let those who will take 
up the burden. Competition is more and more merciless 

at least, has more and more diversified phases to it. 
Besides the competition which is within our industry 
alone, we have the competition between industries. Busi- 
ness men in all lines are competing for a share of the 
consumer’s dollar—and it is as much the plumber’s con- 
cern that his prospect buys an automobile as it is that 
he buys his plumbing from another plumber. For, in 
either event, he does not get that share of the prospect’s 
dollar. 

\nd we could go on with facts that exist in business to- 
day—facts that make it more difficult to do business, that 
demand more intelligence, more initiative and more co- 
eperation. Thus it is that we say to the master plumber 
t» go to Louisville, to make of his national association 
the power for good, for education and for progressive 
and aggressive action which will always assure his branch 
| the industry an undisputed place in the chain of dis- 
tribution. 
problems of the industry will be discussed. 


Oo 


It will be at Louisville, where the Major 


17 


‘hen the National i 
At Last— A Association appointed, 
Co-operation at its recent convention, a com 
mittee to meet with the Conference Committee of the 
National Association of Master Plumbers in Louisville, 


at its national convention, for the purpose of discussing 


Pipe ar 


distribution and merchandising, it took a big step toward 
solving the problems which are now bothering our whole 
industry. Heretofore, manufacturers and jobbers have 
been meeting and discussing these problems, and the 
chief tenor of the discussions has been that the master 
plumber is not doing his full share to pass goods on to 
consumption. And the plumbers have been meeting and 
discussing these problems, and the chief tenor of the 
discussions has been that the manufacturer and jobber 
are not doing their full share to help them pass goods 
on to consumption. Now, they are all going to get to 
gether, and the discussions should be illuminating to 
each one of them. 

The supply man is going to learn more about the 
plumber than he knew before and the plumber is going 
to learn more about the supply man. For the first time, 
perhaps, this big subject is going to be attacked from all 
The plumber is not all 


But 


angles, not from just a few. 
one’s 


The supply man 1s not all wrong. 
the 


wrong. 


functions are different from other’s and, there- 
fore, each looks upon the same problem from different 
viewpoints. That is why so much will eome out of this 
contemplated meeting, if each group will be tolerant, if 
an effort will be made to find the points on which they 
both agree and, with those as a basis, work out the others 


which need adjustment. 


Once Price— Business secured on price ap 


),.. peal only can be held on price 
Always Price ony. 


unst price cutting. 


That 1s the greatest reason 
It might be 


DI 


or 
s € 


possible to advance a 
difficult to blame 
facturer for cutting a price in order to edge his way into 
it, 
he could secure future business from that account 


a contractor, a wholesaler or a manu 


a new account after he got his foot in in that way, 
at a 
profit. But he does not get it. He has made his services 


and his goods a price proposition. 








Texas Re-elects San Antonio Leader 

















R.G. Thomas 


SAN ANTONIO, TEX. 


‘President, Associated 
eMaster ‘Plumbers of Texas 
1926-27 








Heating and Piping 
Contractors Meet 
in Washington 


Boiler output and many other topics 


discussed 


HE builders of that organization which for thirty 
seven years has typified progress in the heating 
industry, the Heating and Piping Contractors Na- 
tional Association, are by no means ready to call their 
work finished, and are still devoting the same untiring 
service to their trade, which has been the keynote of their 
body since that little band of contractors met 37 years 
ago. The story of the past year’s work has just been 
unfolded at the Association’s annual convention in Wash 


ington, D. C., held June 1-4 

Certified heating, that plan which has as its foundation 
the 
country 


the protection of the public, the raising of standard 
the the 
advancement of trade in general, was the main topic dis 


of heating installations throughout and 


cussed at the convention. One entire session was devoted 


to this plan and to the question of boiler output and the 
members’ interest in it was shown by frequent references 
in other sessions. 

the of 
new 
of 


outline 


with study 
that 
with the absorption 
with the 


simplification; 


honors, however, 
the 


burning; 


This plan shared 


boiler output: with discussion of factor 


informa- 
of 
with 


in heating, oil 


tion about selling; 


the 


partial payment 


in standardization and 


the study of the spring labor survey and with the reports 


newest 


of the officers and the various committees. These reports, 
led by that of President Frank A. Merrill of 
followed by those of Treasurer Horace W. Jones of Roches- 
N. ¥., of New York 
City, of Harry M. Hart of Chicago, chairman of the board 
Black, of 
of the membership committee, of W. 
York City, chairman of the standardization committee, 
of G. M. of of the 
output committee, and the various convention committees, 
told in brief the the 
during the past year have contributed to the advancement 
of the 
this business. 


Joston, and 


ter, Secretary Henry B. Gombers of 


Philadelphia, chairman 
L. New 


of directors, of Harry G. 


Fleisher of 


Getschow Chicago, chairman boiler 


story of how association activities 


the great science of heating and to proper mer- 


thandising of the materials used in 


CHOOSE HARRY M. HART FOR PRESIDENT 


- ARRY M. HART, of Chicago, who has been serving 
| as chairman of the board of directors, was unani 
mously elected president of the association. William H 
Driscoll, of Long Island City, N. Y., was re-elected vice 
president The honor of re-election also was given to 
Horace W. Jones, of Rochester, N. Y., who will serve as 
treasurer R. Templeton Smith, of Pittsburgh, was re- 
elected a member of the board of directors. Frank W. 
Howard of Boston and Ray L. Spitzley of Detroit were 








Harrys 


M. tart, president-elect of the Heating and 


Piping Contractors National Association 


elevated to the board of directors, succeeding Edwin P 
Ambler Jr. of St. Louis and Retiring President Frank A 
Merrill The other directors include William M. Ande1 

son of Philadelphia, President Hart and Treasurer Jone 

whose terms expire in 1927, and Vice-President Driscoll 
Walter Klie of Cleveland and John S. Jung of Milwaukee, 
whose terms expire in 1928. 


The resolutions adopted included those calling for con 


tinued support of the work of the boiler output commit 
tee, a referendum on the best dates for holding the an 
nual convention, an amendment to the by-laws pro 
viding for a different basis for fixing dues without any 
pronounced difference, however, in the amount which 
the members will pay, supporting the movement for 
standardized sizes of catalogs, urging manufacturers and 
wholesalers to follow established trade practices in the 
distribution of material, calling for the mason contractor 
to assume responsibility for tight and sufficient chim 
neys, accepting invitations to attend the meetings of the 
American Gas Association and the National Association 
of Master Plumbers, favoring the discontinuance of the 
steam type of radiator, and expressing cordial apprecia 
tion for the work of the different individuals and organ 
izations which had united to make the convention a 
success. 

Samuel I. Pope of Chicago, the oldest living ex-presi 


dent of the association, was unanimously elected to honor 
the 


viduals who have been so honored 


ary membership in association, making four indi 


PRESIDENT MERRILL 


hi 


REPORT 

)y RESIDENT Merrill 
the 
this convention 


OF 
key 
fitting 
the 
citizen- 


sounded the 
"ee 


moment 


in address 


when | is 
reflect 


Do they 


of association ie said, 


that at 


objectives we 


note 


we for a upon 


strive fou make for good 
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ship and public service or are 
striving for the gain a few or « 

a group might make in worl 
goods during their short st 
here? To my mind the latter 
but a result in an individual eff 
and might certainly have been 
complished quicker and easier 
another livelihood. Most of 
find ourselves engaged in the 
heating and piping business a 
victim of circumstances, but be 

in it, why shouldn’t we show 1 
same pride in our craft that 

do after selecting our favor 
make of automobile or radio 
Stating that it was seldom that 
one would admit a mistake in t} 
selection of such an article, t! 
president urged the members not 
to “speak slightingly of the busi 
ness they have made their life 
work. Let us soar above the d: 
tails of our everyday humdrun 
duties and get a true perspective 
of our position in the building in 
dustry,”” the retiring president 
urged. “Let us eliminate the 
words ‘can’t’ and ‘knock’ and suo 
stitute the words ‘ 
Let us be proud of the fact that 
we are in this important and ser\y 
iceable craft.”’ 


can’ and ‘boost.’ 


Mr. Merrill urged preparednes 
within the craft, stating that th: 
war had taught us the value of co 
operation and co-ordination, and 
they may easily be made effective 
in dealing with economic read 
justments as well. ‘We should 
be as much concerned with the 
effect inventions and discoveries 
and new methods may have on 
our own business as we are wheth 
er the building statistics will show 
an increase or a decrease in build- 
ing activities in the immediate fu 
ture, for it is entirely conceivablé 
that the present crude method of 
producing and distributing heat 
energy might easily involve our 
craft in a readjustment,” the pres 
ident warned. “The  ultin 
heating system for our building 
may be as far removed from th: 
craft of steamfitting and ev 
from the production and tra! 
portation of pig iron as the war! 
ing pan or the soapstone are fro! 
the present steam and hot water 
installations. The last time we 
held our convention here only 
years ago, horse cars were b¢ 
driven through the streets of N 
York. 

“T would not wish to appea! 
unduly concerned or frightened at 
the possibility of such chan 
within our own craft, but I w 
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Top picture, left to right: W. G. Bergner, secretary-manager, 
National Trade Extension Bureau, Evansville, Ind.; B. V. 
Kinsey, secretary, Richmond, Va., Master Plumbers’ Associa- 
tion, and N. W. Lunda, secretary, Heating and Piping Con- 
tractors’ Association, Memphis, Tenn.—Middle picture: George 
E. Grodell, Cleveland, Ohio; A. C. Banko, president, Cleveland 
Association, and L. A. Hildie, vice-president, Universal Valve 
& Fittings Co., Cleveland,.—Bottom picture: E. D. Thayer, 
treasurer, Abram Cox Co., Philadelphia, Pa.; V. E. Sumwalt, 
Baltimore, Md., branch, Abram Cox Co., and Walter G., Thomp- 
son, manager, Philadelphia office of Abram Cox Co, 


emphasize the fact that those who hold themselves aloof 
from their competitors, those who resist or refuse the op- 
portunity of associating themselves with the educating and 
broadening of their fellow craftsmen will be the last to ad- 


just themselves to the march of progress. 


TRADE ASSOCIATIONS HELP INDUSTRY 

HE speaker paid his respects to trade associations 
ie general with: “I have an abiding faith in the 
ultimate success of that trade association which keeps 
its chief purposes and aims in line with public service, 
because as an agent of preparedness it protects to a very 
marked degree both those within and the public without. 
Most trade associations, I believe, are trying to do just 
that thing and not least among them is the Heating and 
Piping Contractors National Association.’’ The part that 
the association can and is playing in very necessary con- 
servation was also pointed out by the president. 

One of the things the association is trying to do is to 
eliminate the element of chance and loss by advocating 
and attempting ‘“‘to establish within each concern a thor- 
ough system of cost accounting so that all of our mem- 
bers may know and realize the fixed charge of operating 
cost of their business,’ as neither the contractor nor the 
public can benefit when a concern with poor business 
methods attempts to operate. Another conservation factor 
is the standardization work being carried on by the asso- 
ciation. Its method of figuring heat losses is another 
attempt to eliminate guesswork. The spring and fall 
labor surveys also save the entire craft time and energy 
in solving local wage problems. Certified heat is but an- 
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other conservation measure, as it is “‘an attempt to perfect 


installations so as to do away with the tremendous losses 


due to poor installations.”’ Last, though equally impor- 
tant, he pointed out, the work of the boiler output com 
mittee in co-operation with the National Boiler and Ra 


diator Manufacturers’ Association will tend to eliminate 


losses due to installations of incorrectly rated 


possible 
boilers as in the past 
who has directed 


last 


Three things are necessary, the man 


the activities of the Association for the two vears 


summed up. These are: First, the membership must 
be enlarged to include a greater number of shops; se¢ 
ond, all members must be ardent and enthusiastic work 
ers; third, all members must practice the ethics they 


preach. 
The 
the great amount of 
Credential: Fr. & Minneapolis, 
Lorne, Detroit, Mich.; N. W. Lunda, Memphis, 
Auditing: William H. Curtin, Brooklyn, N. Y.; 
Geiser, Newark, N. J.; L. G. Kirk, New York, N. Y 
Association Publicity, Relationship and 
Joseph H. Volk, Milwaukee, Wis.; M. L. 
Ohio; J. H. Hicks, St. 
Lohman, Cai: 
Mass. 
Nominating: 
T. Bradley, St. Louis, 
George H. Drake, Buffalo, N. Y.; 
York, N. Y. 
Resolutions: 


who aided in handling 


the 


president’s committees, 
included 


Fred 


convention, 
Minn; 


work of 
Spencer, 
Tenn 


Harry 


Improvement: 
Crowell, Cleve 
Louis, Mo.; Theodore G. 


Herbert A. 


land, 


Los Angeles, Snow, soston, 
Harry G. Black, Philadelphia, Pa.; John 
Mo.; E. J. Claffey, Til. 


William D. Emery, New 


Chicago, 


John T. 
3oston, Mass.; J. E 


Chicago, Ill.; Frank 
W. Howard, York, N. Y. 

Reception Committee on Dinner Dance: Messrs. Black, 
of Philadelphia, Minneapolis, Me 
Lain, Schneider, of Pitts- 
burgh, Clark, of Henoch, 
of Milwaukee, Schneider, of 


Baldwin, 
Rutzler, New 


Spencer, of 
Buffalo, 

Crowell, of 

Utica, 


chairman, 
Fraser, of 
Detroit, 


of Boston, 
Cleveland, 


Magann, of Chicago, 








t 


Top picture, left to right: P. W. Schneider, of Utica, N. Va 





past president, New York State Association; H. C. Schmidt, 

of New York City, and R. J. Hoben, of Philadelphia.—Bottom 

picture: R. C. Bolsinger, of Fowler & Wolfe Manufacturing 

Co., Philadelphia, Pa.; W. M. Anderson, of Philadelphia, and 
J. A. MeNickle, of Richmond, Va, 
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Frank A. Merrill, Boston, Mass., retiring presi- 
dent, Heating & Piping Contractors National | 
Association | 
Deneille, of St. Louis, Kirk, of New York, Eagan, of 
Washington, and Bachman, of Cincinnati. 
ATTENDANCE IS LARGE 
ORE than 650 members and guests registered at 


M the convention headquarters at the Willard Hotel, 
approximately half that number being delegates. Lieut. 
Col. J. Franklin Bell, U. S. A., engineer commissioner of 
the District of Columbia, in his official welcome to the 
city told of the architects’ advisory council in Washing- 
ton which all plans submitted by architects, 
how work will the heating con- 


passed 


this 


on 


and council’s aid 


tractors 


ADOPT MANY RESOLUTIONS 
N its first report, the resolutions committee pointed out 
I the desirability of securing quickly 
the benefit of the uniform method of boiler rating, and 
the boiler committee will have avail- 
the essential data for guiding contractors in the 
selection of proper sizes of boilers, the resolution urges 
that this 


as as possible 


since output soon 


able 


information be made public as soon as possible, 


and that all members should follow this new method of 
selection. 

The board of directors was instructed by resolu- 
tion to conduct a referendum to obtain the majority 
viewpoint on the best dates for holding the annual 
convention. The dues from now on will be based on 


the rate of $10 per year on an annual volume of business 
of $20,000 or less; $20 per year on a volume of from 
$21,000 to $50,000; $40 per year on a volume of $51,000 
to $100,000; $70 per year on a volume of $101,000 to 
$200,000 and $100 per year on a volume of business 
of more than $200,000 annually. Sales of merchandise 
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are not included in these figures. The rate has b 
50 cents per $1,000 volume of business. The new b 
will bring in approximately the same amount, but 
simplify the work at the association’s office, in addit 


to making it easier for the membership committee 
obtain members, some contractors objecting to givi 
specific figures on the actual volume of their yea 


business. 

The resolution in favor of a standardized size for cat 
logs points out that this movement assists the industr 
The attention of manufacturers and wholesalers is dra 
to the fact that the public benefits when goods find th 
way to the public through the regular channels of trad 
Another resolution calls attention to the fact that insu 
cient frequently the 
of failures of heating plants and are extremely hard 


and defective chimneys are ca 


] 


correct. Consequently, it is urged that building plans 
show the proper height and size of chimneys, and that 
the mason contractor be instructed to apply a smoke 


test to prove that the chimney is tight, before it is turned 
over to the heating contractor. 

Invitations from the American Gas Association and 
the National Association of Master Plumbers to attend 
their annual meetings were accepted, the particular object 
being to in studying the question of selling ¢ 
appliances, including gas fired boilers. The president is 
instructed to appoint a committee to attend the meetings. 
Another resolution points out that the hot water type of 
radiation is just as efficient as the steam type of direct 
radiation, that the association recommends the 
continuance of the latter system. Other resolutions ex- 
tended thanks to the officers, the various committees, 
the manufacturers and supply men, and to the National 
Roiler and Radiator Manufacturers’ Association, for their 
part in promoting the activities of the association during 


assist as 


so dis- 











Walter L. Fleisher, New York City, chairman of 
committee on standardization 
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the past year. Another resolution expresses the thanks 
of the organization to the trade press for its many cour- 
tes'es to the members and officers in the past year and 
for the benefits obtained by the association through the 
publicity given to its activities. 

he auditorium of the Chamber of the 
United States of America, that beautiful and only recently 
constructed home of the business organizations of America 
of which the Heating and Piping Contractors National 
Association is a part, was the scene of an open forum on 
Wednesday evening, with certified heating and boiler out- 
put the main topics of discussion. The 
comfortably filled the beautiful assembly hall, were wel- 
comed by Elliot H. Goodwin, resident vice-president of the 
National chamber, who urged them to take advantage of 
his organization's facilities, not only while in Washington, 
but after theif return to their own cities. 


of Commerce 


delegates, who 


STUDY BOILER OUTPUT 

“EORGE M. GETSCHOW of Chicago, chairman of the 

J boiler output committee, had a report that at least 
partially revealed the tremendous amount of work done 
by that committee, consisting of Mr. Getschow, W. L. 
Fleisher of New York City, M. L. Crowell of Cleveland, 
J. H. Hicks of St. Louis and President Merrill, ex-officio. 
Dozens of meetings of the committee, not only with their 
own members, but with manufacturers of boilers, have 
been held. Specifications and charts have been submitted 
to practically all manufacturers of boilers in the country, 
with a suggested formula and standard form of output 
Many manufacturers have already begun to test 
their products according to this formula and the com- 
mittee has already received the charts on 85 tests made 
by this method. 


tests. 











George M. Getschow, Chicago, chairman boiler 
output committee and past president of the Heat- 
ing & Piping Contractors National Association 
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Henry B. Gombers, New York City, secretary, 
Heating & Piping Contractors National As- 
sociation 
Makers of equipment have also accepted in principle 


the formula for keying boilers which the committee has 


tentatively adopted, but as yet neither the committee nor 
the representatives of the manufacturers have come to a 
No definite decision can 
the 


definite decision on this formula. 


be reached, in Mr. Getschow’s opinion, until after 


majority of the co-operating manufacturers have 


ts and turned over the results to the com 


great 
finished their tes 


mittee. Many meetings will then be necessary before 


the exact percentages can be worked out through the care 
ful study of the results of these tests. It is expecied that 
rlier 


that 


many more manufacturers will complete the e: part 
of the work the 
the boiler output committee and the representatives of the 


National 


during next few months. and then 


Joiler and Radiator Manufacturers Association 


can come to a final agreement. 
The chairman emphasized the necessity for making 
haste slowly in this very important work and asked the 


local associations to be patient and not ask for the re 
sults in the near future. When 
made, each local will of course be 


plan, and Mr. Getschow urged these local associations to 


final adoption has been 


given copies of the new 
adopt the national standard and not attempt to continue 
under methods now in vogue. 

D. Knickerbaker Boyd, an architect of national reputa 
first spoke the Atlantic 
J., ten years ago, was again invited to the plat- 


tion who before association at 
City, N. 
form, the speaker having a recommendation to make to 
the contractors. He believes that the association should 
urge architects to write into their specifications a clause 
that requires mason contractors to inspect and test chim- 
neys before leaving the job and before the work is paid 
This will give the heating contractor the assurance 


is completed chimney leakages will 


for. 
that when the plant 
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First section of the official photograph of delegates and guests attending the thirty-seventh annual convention of the Heat- 
ing and Piping Contractors National Association, at Washington, D,. C., in front of the White House 


not interfere seriously with the efficiency of the plant that as far as possible a simple and unified certificate of 
The architect should have figures showing the inside size guarantee be developed which will be applicable and legal 
of the flue as well as the height to give the heating con in all jurisdictions. The attorney made clear his under 
tractor, so that he can properly estimate the job, in Mr standing that there is nothing in the plan which con- 


soyd’s opinion. He hopes that the time will come soon templates the refusal of membership into any local of any 
when chimneys will be inspected and certified correct in contractor engaged in the heating business who is willing 
much the same way as electric wiring is now inspected and to join in the responsibilities involved in membership and 
certified by the board of underwriters. That body is now to live up to the requirements of the association in deliver- 
vetting up a suggested code for chimneys, he stated. ing to customers competently installed jobs of adequate 
(eee as Ue eed eee heating and equipment. Care must also be used to prevent 
DISCUSSES LEGALITY OF CERTIFIED HEATING anything in the operation of the plan which will prevent 
3 E legal phases of certified heating were placed 44 and open competition between members in their effort 
iJ before the delegates by Judge Nathan B. Williams, 
who has made a study of the plan from the standpoint of 
its legality. Judge Williams quoted W. L. Fleisher’s 


to secure and make prices upon heating contracts, or in 
any way monopolize business so that contractors outside 


of the organization may not bid upon jobs. 


definition Certified heating is a guaranty by a group of 


- ' Summing up, Judge Williams stated: ‘‘The strength of 


responsibie people, of a curety company or a bonded froup se ce 5 : 
your combined efforts as respects certified heating, or 


anything else, lies in your combined resources and ability 
to treat your customers fairly and to carry out their jobs 
capably and by fair dealing so develop good will for your 
members that the user of heating equipment will call upon 
your members almost as a matter of course. The primary 
design of certified heating is to promote the distribution of 
eating work into the offices of your members. This, in 
my opinion, is thoroughly legal so long as your member 


that the work installed by an individual is proper and 
adequate for the performance for which it is intended 
and the individual, subscribing to the purposes and objects 
of this group, binds himself to follow the formulae and 
quantities laid down by the collective membership.” He 
believes that the plan is first of all an advertising problem 
and that to be wholly and completely successful must be 
put before the people of the different localities in as 
striking a manner as possible and consistent : Se : 
: : ‘ ship is open to qualified heating contractors, and so long 
He recommended the adoption of a national seal, and ‘ a i ; ee : 
as associated effort is not directed to the elimination of 
price competition, a free labor market and a free market- 
ing and use of heating material and equipment.”’ 


ELIMINATES IMPROPER INSTALLATIONS 

N a general discussion of certified heating, Walter Klie 
| of Cleveland asked if it paid to use the plan when 4 
chronic low bidder might be able to utilize the collective 
guarantee. Harry M. Hart, of Chicago, replied that one 
vicious class of competition, the class of contractor who 
tries to put in the very cheapest, poorest sort of job, with 
no particular interest in whether or not it works sutis 
factorily, found it more difficult to obtain jobs. The plan 
is a great help in securing new members. 

Upon the request of the Richmond, Va., delegation for 
more practical information about the workings of the plan 
a committee consisting of William D. Emery of Brooklyn 
N. Y.; N. W. Lunda of Memphis, Tenn.; Herbert A. Snow 
of Boston; M. G. Sellers of Philadelphia; Louis Braun of 
Upper left: R. W. Bunten of New York City, assistant see- Chicago; L. Walter Moon of St. Louis; A. R. Herske of 
retary of the association.—Upper right: William H. Staples, Cleveland, and T. G. Lohman of Los Angeles, w ap 
Racer and James El. Wesbury, both of St. Louie, Mo-Lower Pointed by President Merrill to confer with delegate 
right: T. G. Lohman, president of the Los Angeles, Calif., interested in learning details. In each of these tres 

association certified heating is now an established fact. 
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PLAN MEMBERSHIP DRIVE 
URING the past year, 111 new members were secured 
D by the association, 35 of these being in Cleveland. 
The report of the membership committee was made by 
Harry G. Black, chairman, of Philadelphia. During the 
year he was assisted by eight zone chairmen, including 
Harry W. Lloyd of Springfield, Mass., Charles Schneider 
of New York, R. C. Beverly of Richmond, Va., M. L. 
Crowell of Cleveland, Ohio, E. J. Claffey of Chicago, 
George J. Robischung of Houston, Texas, G. L. Bradbury 
of Denver, Colo., and E. W. Hokom of Los Angeles, Calif. 
The report outlined a suggested method of operation for 
securing additional members, including a plan to have 
zone chairmen select members to help in this work, the 
preparation of a list of prospective members, a commit- 
tee to distribute the association bulletin, special letters 
to be sent to prospective members, pamphlets reporting on 
the different association activities to be distributed, a 
study of the cities where special membership work is 
needed, a concentrated drive during the last three months 
of the year, and special work at all times to retain old 
members. 
The committee’s efforts had shown that membership 
work was most productive in the cities where certified 








Top picture, left to right: Miss Adele Kirk, Miss Lillian Don- 
F : nelly and L. G. Kirk, all of New York City.—Middle picture: 
this plan of certified heating be more generally adopted. M. L. O’Malia of Evanston, IIL; J. Hoysgaard of Chicago; Mr. 
Outlines of the year’s work were given in the reports and Mrs. E. J. Claffey of Chicago.—Bottom picture: J. B. 
of Henry B. Gombers, secretary; of Harry M. Hart, chair- #rfield, American Radiator Co. W. E, Chave and Richard 
: “ile pat aes ; Hankin, ~w ¥ City. 
man of the board of directors, and of W. L. Fleisher, chair- ankia, all of New York City 
man of the standardization committee. 


heating was in effect, and the report recommended that 


proval to-the board of directors of the association. Fol- 

OTHERS ADOPT STANDARDS lowing Mr. Fleisher’s report, a standing vote of thanks for 

HIGH honor has been paid the association recently, the able work of the committee was given the chairman 

A Mr. Fleisher announced. The engineering standards and his fellow members, Ralph 8S. Franklin of Boston, 

for figuring radiation developed by the present stand- Harry M. Hart of Chicago, Robert C, Morgan of Phila- 

ardization committee, which for six years has been study- delphia, S. Austin Pope of Chicago, and R. A. Wolff of New 
ing the questions of standardization and simplification, York City. 

have been adopted by the house heating committee of the John Coefield of Chicago, president of the United Asso- 

American Gas Association as its standards for heating ciation of Plumbers and Steamfitters of the United States 

homes by means of gas fired boilers. This adoption bv and Canada, who was in attendance, was called to the 

this committee is equivalent to adoption by the American platform to present the greetings of his journeymen’s or- 

Gas Association as the government of that body is prac- ganization. Mr. Coefield stressed the fact that both em 


tically by committees. ployers and employes were running business organiza 
Another standardization project was also announced by tions and that both are interested to a large measure in 
the chairman, who stated that the recent conference on the same things. ‘‘For the benefit of the public and the 


steel and wrought iron pipe, valves and fittings at the industry, we feel that closer co-operation would be better, 
division of simplified practice, department of commerce, and are willing and anxious to meet with you on any sub- 
Washington, had voted to submit to interested parties jects that can be properly discussed. The old out-of-date 
the elimination of the 414, 7, 9, 11, 15, 17, 19 and 22 inch system of quarreling does not pay,” he declared. 

outside diameter pipes. The standardization committee The final business of the Thursday morning session 
has approved this elimination and has forwarded this ap- (Continued on Page 36) 
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Second section of the official photograph of delegates and guests attending the thirty-seventh annual convention of the 
Heating and Piping Contractors National Association, at Washington, D. C., in front of the White House 








National Pipe and Supplies Meeting 
Studies Distribution Problems 


Will send committee to confer with Master Plumbers at 
Louisville convention on improved merchandising methods 


HE study of distribution problems engrossed the at- 
tention of the members of the National Pipe and 
Supplies Association at their 17th annual conven- 
tion, June 1, 2 and 3. In fact, all the major problems of 
the industry——the new day competition, new sales policies, 


compensation of salesmen, the cost of doing business, 
branch houses, automobiles for salesmen, direct to con- 
sumer selling-—were thrown open for discussion in a na- 


tional way and were threshed out with a frankness and a 


brought the solution of various 
er than they have ever been before. 
ending a committee of this organization 
to meet of the National Association of 


Master Plumbers at Louisville the latter part of the month 


co-operative spirit which 


problems clo The one 


decision alone of 


with a committee 


at the plumbers’ national convention—there to discuss to- 


gether the problems of distribution and merchandising 
is expected to result in a consolidation of effort to elevate 
the plumbing and heating industry which will have its 
beneficial effects on all branches of the business. 

The Greenbrier and Cottages, White Sulphur Springs, 
West Virginia, was the scene of this meeting——a beautiful 


place which provided opportunities to mix the necessary 


amount of pleasure with business and, thus, complete the 


requisites for a successful convention 


ALL OFFICERS RE-ELECTED 


W. DENNISON, Boston, was re-elected president; 
M. H. W. Strong, Cleveland, was re-elected first vice 
president; W. C. Hanson, Washington, was re-elected sec 
ond vice president; and, as a mark of recognition for his 
ability, the members instructed the Executive Committee 
to re-elect George D. McIlvaine, secretary-treasurer—-an 
instruction hardly necessary, it was pointed out, but signif- 
icant of the entire membership’s regard. The Executive 
Committee was maintained intact, also, with the exception 
of A. L. Taylor, for whom was substituted L. M. O’Neil, 
New York City. J. A. Vann and Francis J. Baker, whose 


terms had run out, were re-elected, and J. J. McArdle, M 
M. Cochran, Isidor Weil, W. M. Pattison and Murray W. 
Sales are the remaining members. 


MANUFACTURERS REPORT BUSINESS CONDITIONS 


/ \ and 


turers were asked to report on the present and the out- 
Therefore, after the 
which he 
subservient 


S IS the custom at every meeting of the National Pipe 


Supplies Association, representative manufac- 
look of their respective industries 
address of welcome by President Dennison, 
stressed the fact that 
to pleasure. in spite of the delightfulness of White Sulphur 


Springs, this interesting part of the annual program was 


started. 

OHN J. KENNEDY, general sales manager of National 
J Tube Co., 
as good as it is permitted to be. 
said, that, in an industry such as the steel pipe 
in represented by tonnage 


in 
business would not be 


STEEL PIPE 


reported that business in his commodity was 
He meant by that state- 
ment, he 
industry, which 


demand, as 


26 


moved, has been very large for the last two years, 
profit made by distributors is really the gauge by wh 
business should be judged. Mill prices have been firm «a 
d since early in 1923, but the resale market has 
so stable, and Mr. Kennedy referred to attempts 
distributors to increase volume by offering c: 
which, with the increased cost of doing business, 
resulted in decreased profits. Thus, as he said, busin¢« 
was as good or bad as the distributor permitted it to be, 
the answer really being found in the distributor’s method 
of doing business. As for the present volume, Mr. Ken- 
nedy stated that the month of May for his company was 


the best fifteen months. 
HILE on the subject of steel pipe, it might be de- 


W sirable to put in at this point the report of the Pipe 


Committee, which was given by W. M. Pattison, Cleveland, 


ine 
h 


r 
n 


unchange 
not been 
of 


cessions, 


many m- 


ss 


in 


REPORT OF PIPE COMMITTEE 





Top picture, left to right: Wm. B. Bryar, Bailey-Farrell Man- 

ufacturing Co., Pittsburgh, Pa., president Central Supply 

Association, and M. W. Dennison, of Boston, Mass., president 

National Pipe & Supplies Association.—Bottom picture: Mur- 

ray W. Sales, of Murray W. Sales & Co., Detroit, Mich., and W. 
E. Clow, Jr., of James B. Clow & Sons, Chicago 


chairman, later in the sessions. Mr. Pattison quoted from 
his reports of the last five years, finding conditions of 
those years applying at the present time. Throughout the 
last five-year period a low percentage of net profit has 


been the feature of distributors’ business, he said, except 
in cases where some enjoyed a speculative profit due to 
advancing mill prices. In the last three years, when, be- 
cause of unchanged mill prices, such a speculative profit 
has been impossible, distributors have had to rely on the 
normal profit which should come from good merchaniis- 

he 


ing. However, the desire for increased volume and 
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yunting costs of doing business have reduced such profit 
to a very low point—in the case of 1925, a record low 
point, according to Mr. Pattison. He said, therefore, that 
the problem of today is not expansion but that of economy 
of operations. 

In the discussion of this report, the statements of sev- 
eral jobbers indicated that a realization of their faults in 
the past has finally led to improved conditions in most 
sections of the country. A fair profit seems to be being 
made in most districts, with the possible exception of the 
Chieago and Pittsburgh sections. The statements of Lewis 
S. McCreary, Boston, W. E. Clow, Jr., Chicago, and M. M. 
Cochran, St. Paul, covering conditions in their territories, 
all touched on what seemed to be the drawback to the 
whole situation—too many distributors, including a few 
who were always shading prices and, thus, establishing 
low, unprofitable markets. Their statements, however, in- 
dicated that efforts are being made to correct such abuses 
and to establish more profitable conditions. 


WROUGHT IRON PIPE 
ARRY F. MATTERN, manager of sales of Reading 
H Iron Company, reported that conditions in the 
wrought iron pipe industry are very good. During the 
first quarter of this year, and up to now, his company has 
been operating its plants and booking business in about 
equal proportion to the same activities during the corre- 
sponding period of last year. Distributors are carrying 
adequate stock, though many customers are making de- 
mands for immediate mill shipment, which, due to large 
mill capacity, are being handled satisfactorily. One of 
the features of business, according to Mr. Mattern, is that 
there are no backlogs-—orders are coming in steadily from 
day to day, and are not anticipating future requirements. 
Prices have been stable and unchanged since early in 19223 
and, on account of the contentment of labor—the impor- 
tant element in wrought iron pipe prices, Mr. Mattern saw 

no future indications of a change in prices. 


VALVES AND FITTINGS 

W. SEYMOUR, general manager of sales of Crane 
H. Company, reported that conditions were becoming 
better in the valve and fitting industry. This has been an 
unprofitable business in the last two years, according to 
Mr. Seymour, and he said that an analysis of the situation 
has shown that both manufacturers and jobbers can look 
to themselves for the blame. Mr. Seymour felt that all 
realized this and the result has lately been that business is 
being conducted more sensibly and, through the efforts of 
manufacturers and the help of jobbers, all are making a 
little money. He made the statement that his branches 
are in business to make a profit. 


ENAMELED WARE 
66 AIR TO GOOD” was the description of enameled 
F ware business given by J. W. Oliver, first vice-pres- 
ident of Standard Sanitary Manufacturing Company. Mr. 
Oliver said that in 1925, when over 2,250,000 enameled 
ware fixtures were sold, business reached a positive peak. 
Still, he said that during the first of this year, in spite of 


bad weather, enameled ware manufacturers distributed 
only a little less than during the same period of last year. 
He pointed out that statistics on building contracts 


awarded positively indicate an excess over 1925, and these 
are taken by Mr. Oliver as an assurance of very good 
business in finishing fixtures for the next three to six 
months. He said that the distributor is curtailing and 
holding down his inventory. He also pointed out that 
manufacturing facilities, if used at 100 per cent of their 
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Top picture, left to right: Isidor Weil, of Weil-MecLain Co., 
Chicago; W. E. MeCollum, secretary, Central Supply Associa- 
tion, and George D. Melivaine, secretary-treasurer, National 
Pipe & Supplies Association.—Middle picture: Dr. J. T. Duryen 
and W. J. Woolley, both of Wolff Manufacturing Corporation 
and Pierce, Butler & Pierce Manufacturing Corp.; P. Faherty, 
of Pierce, Butler & Pierce Manufacturing Corp., and Roger 
Morton, of Wolff Manufacturing Corporation and Pierce, But- 
ler & Pierce Manufacturing picture: 
F. A. Morrison, Mason Regulator Co., Boston, Mass.; Alvin M. 
Smith, Smith-Courtney Co., Richmond, Va. W. H. Utz, Jenkins 
Brothers, and W. M. Pattison, of W. M. Pattison Supply Co., 
Cleveland, Ohio 


Corporation.—Bottom 


capacity, would produce goods in excess of demand. Thus, 
production is somewhat curtailed to co-ordinate with de 
mand, and Mr. Oliver believed that this lends to stabilized 
While calling the policy of distributors 
thing, he 
is bound to be a 


price conditions 
to hold their 
not to overplay it 


inventories a good warned 


He said that there 


down 


good volume of business and the manufacturer cannot 
move overnight from a 75 to a 100 per cent production 
POTTERY 


S. MADDOCK, of Thos. Maddock’s Sons Company, 
H. said that the pottery situation was similar to that 
of enameled ware. Manufacturers are operating at an 
average rate of &5 per cent of their capacity, the larger in- 
Shipments 
the 


excess of 


terests running 109 per cent and others less. 


for some time have been in excess of orders, but in 
last two weeks orders have been coming in in 
shipments. Mr. Maddock believes that this indicated low 
stocks in hands of distributors, for frequent 
and most of them are marked for immediate shipment. 
Mr. Maddock described the price situation as anything but 
pleasant, due largely to over production He said that 


the price today has reached a point where it is not feasible 


orders are 


to go below it. 

He mentioned the 
stated that it is legally possible to enforce a resale price in 
spite of the difficulties surrounding it. He, also, told 
briefly of the standardization activities now being con- 
ducted in the pottery industry, which he said would be of 
benefit to all. He said, too, that all manufacturers are 
now marking and that many favorable com- 
ments on this policy have been received from jobbers. 


resale plan of his company and 


” 


“seconds 
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BOILERS AND RADIATORS 
BEIRN 


Vi J 
| ¢ American 


not difficult to be 


sales manager of 
stated that it 
about the boiler and radiator 
During the four this 
have enjoyed a very satisfactory volume of 
that 


Beirn believed 


assistant general 


Radiator Company, was 


optimistic 


situation first months of year 


manufacturers 


business, and current statistics of all sorts indicate 


1926 another banner year Mr 
are a barometer for six months ahead, 


indicate a spotty condition, perhaps, many 


will be 
that these 
nd, while they 


ections are ahead of 


tatistics 
last 


year and in general good busi- 


Cea a | 








Top pictare, left to right: M. M. Cochran, of Cochran-Sargent 
Co., St. Paul, Minn., Alex Pierce, of N. O. Nelson Manufactur- 
ing Co., St. Louis, Mo., and W. C. Hanson, of E. G. Schafer 
& Co., Washington, D. C., re-elected second vice-president of 
the association.—Lower picture: H. W. Seymour, of Crane 

Kennedy, of National Tube Co., 
Pittsburgh 


Co. Chicage, and J, J. 


looked for for the first 18 
days of May showed an increase of 14 per cent over those 
Mr. Beirn stressed funda- 


Suilding contracts 


ness 18 


of the same period of last year 


mental conditions which support business, such as the an- 


nual increase in the nation’s income, and stated that if 
better merchandising were preached constantly in our 
business, the many opportunities which abounded would 


provide excellent business for all. 


SOTL PIPE 


M. M. BYRD, JR., general sales manager of Ala- 
W bama Pipe Co., stated that the present annual con- 
oil pipe is about 509,000 tons, while foundry 
capacity is in excess of 600,000 tons. Thus, this overpro- 
duction, coupled with the fact that soil pipe is a seasonal 
business, demanding periods of frenzied production activ- 


sumption of 


ity and periods of complete slack, has caused the price 
fluctuation for which the soil pipe industry is often criti- 
However, Mr. Byrd stated that producers, realizing 
this and endeavoring to stabilize markets, have curtailed 


cized 


production, have not accumulated heavy stocks which will 
the that 
February 1, and 
he believes that, unless there is a radical change in raw 
material or labor, there will be no drastic change. Foun- 
moved the tonnage so far this year that 
3yrd, and he explained 


require unprofitable liquidation, and result is 


there has been no change in prices since 


dries have not 
they did last year, according to Mr 
this by the fact that jobbers have not been buying heavily. 
They are keeping their stocks low and moving cautiously, 
ordering for shipment only enough material to 
Mr. Byrd stated that he did not ex- 


quick 
cover current needs. 
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pect much of a change in this manner of buying for 
next thirty days, but did expect a good movement abx 
July 1, which should last about ninety days and bring t! 
year's tonnage up to that of last year. 


PLUMBERS’ BRASS GOODS 

L. OTTKE, of the Standard Sanitary Mfg. Co., ar 
R. president of the National Association of Bra 
Manufacturers, gave the results of a questionnaire whi 
his organization had sent to its members. At the first of 
22 members were operating their plants full 
time, while 6 were not. At the end of the first quarter of 
this year, 24 were operating full time, while 4 were not 


December, 


16 reported an increase in volume of shipments during t! 

first quarter of this year over the first quarter of last, and 
17 expected the future to remain 
while 10 expected increased 


16 reported a decrease. 
about the same as it now is, 


activity Business on the books of members averaged 
5 4/5 weeks at the end of December and 6 weeks at the 
end of March. Prices of both manufacturers and jobbers 
show strength. Jobbers’ and trade’s stocks are in good 


shape and consumption is increasing. Makers’ volume of 
business is made up of many small orders. 


RANGE BOILERS 

N DESCRIBING the unprofitable condition of the range 
| boiler industry, with which all were familiar, George A 
general manager of Detroit Range Boiler 
Barrel Co., said that the manufacturers themselves 
had to face the charge of stupidity for allowing the situ- 
what it has. Makers are losing money 
and the disturbance among the sources is reflected in the 
resale market. The main trouble, according to Mr. Moore, 
that manufacturers have been fighting 
When some have endeavored to secure volume by 
making price concessions, others have met their prices, 
and this in spite of the fact that business secured by price 
appeal only can be held by price only, in Mr. Moore’s opin 
Until sane, guided judgment supersedes personal 
animosity, Mr. Moore believed that conditions will con- 
tinue as they now are, and he justified his statements by 
saying that the truth might hurt, but he did not believe in 
glossing over the situation with generalities. 


Moore, and 


Steel 


ation to become 


has been each 


other. 


ion. 


He urged as another remedy for the situation adequate 
statistics on production, unfilled orders, etc., with which 
manufacturers and distributors could be guided in produc- 
tion, buying and selling. He described his own company’s 
stand of maintaining prices which would reflect a profit, 
in spite of the fact that it meant practical withdrawal 
from the market, as similar to the action which would lead 
a person, who discovered he had a malignant growth, to 
go to a physician and have it cut out, while his vigor was 
still unimpaired and his health such that he could easily 
recover. 


THERE OUGHT TO BE A LAW 

N ADDRESS, entitled “Let Washington Do It—or 
A There Ought to Be a Law,” given by Merle Thorpe 
editor of ‘‘Nation’s Business,’’ was of the greatest interest 
to all who heard it. Mr. Thorpe talked of the new day 
competition, with its attendant problems of distribution, 
and referred particularly to the great American custom of 
passing a law to correct this or that. He said that we are 
asking the impossible when we ask Washington to legislate 
economic law, although 90 per cent of the legislation be 
fore Congress—and there were 90,000 bills submitted | 
deals with business. We are asking the impossible 
he explained, the laws of distribution 
complex that a law of business is apt to require changes 
almost unbelievable in their extent, demanding scrapp'ng 
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because are so 
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The 
Vitreous China 


Lavatory 


Should be 
‘Standard’ too. 


HERE is harmony when you use 

“Standard” Vitreous China Lava- 
tories with other “Standard” Plumbing 
Fixtures. You are sure that each fixture 
in the bathroom will look as if it 
“belonged.” 


There is harmony of quality, harmony of 
design, harmony of whiteness. There is 
a pleasing family resemblance. Respon- 
sibility is centered in this Company. 


Vitreous China Lavatories made in 
“Standard” Potteries are not excelled for 
their sparkling enduring surface and re- 
markable uniformity of design. So much 
is this high quality being appreciated and 
demanded that now “Standard” Potteries 
produce more Vitreous China Plumbing 
Fixtures than the Potteries of any other 
manufacturer. 
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»f millions of dollars worth of machinery, seeking of new 
markets and causing new methods which work untold 
harm on industry. 


He pointed out, however, that confidence prevails in the 
United States today and gave credit to trade associations 
for such a feeling. Government understands more of the 
intricacies of business operation and, on the other hand, 
business has a better appreciation of the motives and ac 
tivities of government. He went on 
description of what problems the business man must face 
today in the marketing of his products, saying that we 
have two forms of competition with us—the intra-indus- 
trial competition, individual striving to get 
their share of the consumer’s dollar; and inter-commodity 
competition, competition between divisions of the 
same industry. 


with an interesting 


industries 


two 


FACING FACTS IN DISTRIBUTION 

LVIN EF. DODD, general manager of the Department 
A of Domestic Distribution, Chamber of Commerce of 
U. S., said that the title of his talk should rather be 
“Facing the Lack of Facts in Distribution’’ than the one 
assigned to him, as given in the above sub-caption. He 
pointed out that distribution is in a stage of transition. 
Merchandise is seeking the consumer, where it used to be 
that the consumer was seeking merchandise, and, hence, 


where competition used to be between merchants in 
the same line, it is now between everybody. Merchan- 
dise is going where people congregate, and we buy, 


therefore, our safety razors in tobacco stores and a hun- 
dred and one different things in drug stores. Various new 
methods of distribution are springing up like mushrooms 
every day, and they are sound methods, too. Everyone is 
after the consumer’s dollar. Therefore, the need for facts 
about distribution is pressing. 


He told of the two committees appointed at the recent 
meeting of the Chamber of Commerce of the U. S., one 
to conduct a census of distribution and one to foster bet- 
ter trade relations. When it is a fact that 80 per cent of 
industry’s volume comes from 20 per cent of the goods 
sold, some measurement must be taken of distribution, he 
said. Hence, this census of distribution, which is aimed 
to get accurate data on the flow and state of stocks in dis- 
tribution. The Trade Relations Committee will not con- 
flict with trade associations, he pointed out, but will co- 
operate with them and work on the problems of unwar- 
ranted cancellations, discounts taken but not earned and 
other similar by-products of buying and selling. 


MEMBERS DISCUSS DISTRIBUTION 

‘O important to the members of the National Pipe and 
S Supplies Association was this general subject of dis- 
tribution and merchandising was called 
for the afternoon preceding the opening session of the 
convention. There the various discussed the 
need for better selling on the part of the plumber. The 
sentiment seemed to be that there is much room for im- 
provement merchandising of the master 
plumber. Practically all believed that the plumber should 
be willing to sell goods without labor and to install goods 
Which he did not sell. He should be a better merchant 
in all ways and fill his place of passing goods on to con- 
Sumption in a more efficient manner than he is now doing 
according to those who spoke. 


that a meeting 


members 


in the methods 


George A. Moore, however, believed that manufacturers 
and jobbers have been spending too much money fighting 
each other instead of using it to make the plumber a better 
business man. Wm. G. Bergner, secretary-manager of the 
Trade Extension Bureau, said that if the plumber were 
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A group of soil pipe men attending the annual meeting of 
the National Pipe & Supplies White Sulphur 
Springs, W. Va. 


Association at 


given the right consideration, he could be a big help. He 
believed that the plumber had a right to complain when 
he is forced to compete in a retail way with a firm which 
can buy at wholesale. Wm. J. Woolley said that the help 
of the manufacturer and jobber is necessary if the plumber 
direct-to-consumer 
only per cent 
direct-to-consumer 


is to compete successfully with the 
firms. He believed, that 
of the goods sold are going through 
channels. He said that if manufacturers and jobbers be- 
lieved the plumber was a poor distributing medium, they 
were foolish to sell through him, but, as a matter of fact, 
the number of plumbers opposed to selling direct, with- 
out installation, was in the minority and the real trouble 
was that they did not get the proper help from the other 


He said that education was the 


however, 6 or 7 


branches of the industry. 
need and that sales forces could spread such merchandis- 
ing education. 

Later on, when this direct-to-consumer question came 
up for discussion in regular session, Geo. D. McIlvaine told 
of a Pittsburgh firm which sold plumbing and heating 
equipment direct to the public and did an annual business 
of $800,000. He department store 
surprising volume of plumbing fixtures. 
took the stand that if the direct-to-con- 
was successful, we have to 


referred, also, to a 
sold a 


Clow, Jr., 


which 
W.E 
sumer method of distribution 
fight with it. 
there will be 


As long, he said, as 
manufacturers who 


compete with it, not 
there are such houses, 
will sell them and journeymen and registered plumbers 
who will work for them. If measures were 


taken, he believed, the only result would be to antagonize 


restrictive 


the public—the public which, in his opinion, could never 
be forced to do anything. He felt that the manufacturer- 
jobber-plumber method of distribution was the right one— 
otherwise he abandon it-——and the big job is to 
justify the present system in the eyes of the public and 


would 


attract purchasers by sheer superiority rather than by 
restrictive measures. 
Mr. Clow made the motion that the Executive Com- 


mittee be authorized to appoint a committee to visit Louis- 
ville, at the plumbers’ national convention, to discuss with 
this and 


endeavor to work together to solve it. was 


problem 


sales 


This 


a committee of plumbers there 
motion 
adopted. 
PRESIDENT’S ADDRESS 

RESIDENT Dennison, in his annual address, reported 
P that membership was well sustained. He said that an 
association such as this one crystallizes the thought of 
the distributor in a fosters legal and co- 
operative efforts and does an important work. He said 
that in many sections confidence has become better estab- 
lished and co-operation has followed. However, he pointed 
out, there is little cause for envy in the cost of doing busi- 
In light of the excellent business 


national way, 


ness and net profits. 
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i Mr. Dennison be- 
lieved it possible to be optimistic and urged the policy of 
business which 
flect a profit and of striving to cut costs. 


Nominating Committee, A. B. 


to come udging from 


building reports, 


live and let live, of passing does not re- 


He appointed on the 


Pierce, St. Louis, chairman, H. L. Andrews, Pittsburgh, 
R. C. Meade, Chicago, and L. 8S. McCreary, Boston. On the 
Resolutions Committee he named Alvin M. Smith, Rich- 
mond, chairman, George E. Harvey, Detroit, and Lester 
F. Cole, Troy, N. Y 


SALES POLICY OF VALVE AND FITTING MANUFAC- 
TURERS 
PIERCE opened the discussion on the new 


B 
e sale 


by stating hi 


policy of manufacturers of valves and fittings 
commendation of the new suggested resale 
which for the first time in several years, will mean 
a profit to distributors if followed. He stated his belief 
into effect for a 90-day trial and 


price 


that the plan was put 





right: H. A. 
Co., Toledo, Ohio, and Charles D. Wessels, 
of D. D. Wessels & Sons Co., Detroit, Mich.—Bottom picture: 


Top picture, left to Schlingman, of American 


Plumbing Supply 


J. W. Oliver and W. C. Chamberlin, both of Standard Sanitary 
Manufacturing Co., Pittsburgh 


He felt that 
the success of the plan depends upon the buyer and he 


that it has been extended another 60 days. 


believed that the jobbers should instruct their buyers to 
get behind it and help it along. 

H. W. Seymour was asked to talk on the subject and 
he said that manufacturers like the idea and are doing all 
possible to establish the business once more on a profit- 
able He said that his company could only control 
its branches and that if other distributors cared to follow 


basis. 
the plan, they could be assured of his co-operation. 


COMPENSATION OF SALESMEN 


NV URRAY W. SALES, Detroit, asked for some state- 
1 ments about the manner in which members paid 


their salesmen, and W. E. Clow, Jr., described the plan 
his company used, which seemed to be endorsed as the 
best possible by most of the members. Clow salesmen 


are paid a certain share of the gross profits on the business 
which they secure, which, Mr. Clow said, keeps them from 
being price cutters and stimulates them to greater energy. 
Mr. Sales asked about the lean years and about young, 
inexperienced salesmen, but the profit-sharing plan seemed 
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to be flexible enough to take care of such contingencie 
Various other jobbers told of their plans, some of which 
for the salesmen to guarantee their 
in which case they received a higher 
percentage of the gross profit, and others of which charged 
the salesmen with losses due to bad collections and th: 
like. 


made it necessary 


customers’ credit, 


AUTOMOBILES FOR SALESMEN 

A AR. Clow stated his belief that automobiles for sales 
M men were a necessity in answer to a question that 
came up. Various jobbers told of the manner in which they 
operated cars, some giving their salesmen a fixed amount 
each year to run their own automobiles, others paying a 
certain amount per mile and still others buying and oper 
ating automobiles for their salesmen. 


COST OF DOING BUSINESS 

NE of the biggest problems distributors face today, 
6) according to the discussions, is the growing cost of 
doing business, which has reduced net profits to almost 
the vanishing point. Figures supplied by Secretary Mcll 
vaine showed that costs had been increasing steadily. Mr 
believed that it was due to overproduction of 
distributors and felt that it is going to be necessary to go 
through a period of the survival of the fittest before it is 
make money in this business. L. C. 
Huesmann, Indianapolis, said that there must be a liquida- 
tion of that no one was working hard enough, 
citing as an example that there were heads of departments 
for everything. Others said that the trouble is too intensi 
fied salesmanship and that salesmanship has deteriorated 
to price competition. Isidor Weil suggested that, instead 
of trying to eliminate each other, the aim should be to 
get together and co-operate. E. A. Morris, Lowell, Mass., 
said that there were not enough jobbers who had the will 
to say, ‘“‘No.”’ They base their prices on their competitors’ 
quotations rather than on their own costs. 


Dennison 


again possible to 


laziness 


BOILERS AND RADIATORS SORE SPOT 
CLOW, JR., made the statement that boilers 


KE, JR., 

W. and radiators were a sore spot in the industry, the 
margin now being allowed for the distributor not being 
sufficient to return a profit. Isidor Weil said that it was 
the jobbers’ fault—that they allowed the manufacturers 
to tell them on what basis they should sell their cus 
tomers, and, as a result, it is not long before all their 
customers are asking for the limit preference. In other 
said, the manufacturer does not differentiate 
between the large contractor and the jobber. The quantity 
rebate, also, was cited as a reason for the lack of profit in 
the resale of boilers and radiators. Mr. Huesmann gave, 
as a suggested remedy, the proposition that there should 
one for carloads and one for less car 
Mr. Clow said that it would be necessary to put 
this line on a profitable basis or else quit handling it and 
said that it was time to find out if the jobber were worth 
anything to the manufacturer or not. It was decided to 
appoint a committee to consult with manufacturers, with 
the view of correcting such unprofitable conditions. 


words, he 


be only two prices 


loads. 


BRANCH HOUSES 

HE question came up if branch houses were profitab!: 
Ba B. Pierce stated that his company maintained 
branches only in those territories where it had always 
secured good business and these branches operated just 
like any independent jobber. He believed that, under such 
conditions, branch houses were desirable and he stated 
that branch house competition, in his experience, 
cleaner than that of independent houses, as a rule. 


was 


To a 
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THE ELK’S CLUB, FREEPORT, LONG ISLAND 


Architect Plumbing Contractors Jobbing Contractors 
Beverly S. King Smith & Loughran Crane Co. 


New York City Freeport, L. I. Brooklyn, N. Y 


They Want Comfort Assured 


A man’s club is his other home and 
must furnish the same degree of com- 
fort as his own residence. Hence, it 
it is not surprising that SIMPLEX, 
silent and trouble-proof Flush Valves, 
were selected for the new Elk’s Club 
at Freeport, Long Island. It is just 
another proof of the SIMPLEX repu- 
tation for reliability. 


Office and Warehouse Carrying Stock of Perfection Products and Simplex Flush Valves 
234 WATER STREET, NEW YORK CITY 


BEATON & CADWELL MFG.CO. 


Gstablished 1894 
NEW BRITAIN, CONN. 
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See that 





Thats Why It Sees Not Leak / 


ERFECT contact between disc and seats. 
That’s what you are assured in the O-B 
Flexitite Disc Gate Valve. 


om O-B a A saw slot around its edge introduces a slight 


aon 


flexibility in the disc. When the valve is 
closed, this flexibility insures a perfect contact 


Brass Valves 
ee a a oe ee between the seats and the entire contact 


styles surfaces of the disc. 
Flexitite Disc Gate Valves What does this mean? 
dn “ee ha - It means that now, you can secure a gate valve 
that actually shuts off tight. It never leaks. 
Peed oe * You can put it on your hardect installations. 
Steam No. 30 ; Install it under conditions where a gate valve 
Hot Water No. 40 or a globe valve never before opcrated satis- 
Packless Graduated No. 35 factorily. Then you will realize the merit of 


Union Eibous Die. 45 this new Flexitite Disc Gate Valve design. 





Globe, Angle and Check 


Valves Thousands of these Flexitite Disc Valves 


eee are already in service. Are you using them? Sectional view O-B Flexi- 
Brass able If you are not—now is the best time to start. tite Disc Gate Valve. 
Diss O-B Ask your Supply Jobber for the O-B Flexitite oe ee eee 
150 Ib. Standard — on Disc—never leak— gate valve. If your regular ae 
125 Ib. Standard No.1 No. 13 jobber is not handling the Flexitite Disc, let 
100 Ib. Light Std. No.114 — us send you the big list of those who do. 
Soc and ane a 5 Nos But by all means make sure you get the O-B 

















Flexitite Disc—never leak—Gate Valve. 
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OHIO BRASS COMPANY 
Mansfield, Ohio 
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query about branch houses in the same city as the main 
house, H. W. Thorndike, Boston, who maintains such 
branches in his local territory, said that he believed over- 
the-counter business the most profitable of all the busi- 
ness a jobber does, and that is the kind of business he gets 
from his branches. H.C. Yelton, Chicago, however, had a 
different opinion, feeling that over-the-counter business 
was the most expensive, and Mr. Clow supported Mr. Yel- 
ton’s thought with the statement that he did not believe 
in branch houses within a free delivery zone. He felt that 
in such free delivery zones it is cheaper to do business 
by motor trucks than by branch houses. 


VOLUME OF BUSINESS 

ECRETARY McILVAINE read a report of question- 
S naires sent to 166 houses, which showed that volume 
of business done during the first quarter of this year in- 
creased an average of 13 plus per cent for seventy-eight 
houses and decreased 14 per cent for eighty-eight houses in 
comparison to the volum? of the first quarter of 1925. 

Mr. Mellvaine told of .he standardization of pipe, valves 
and fittings. Various conferences have been held with 
the result that many sizcs of wrought iron pipe have been 
eliminated. If 80 per cent of the distributors, producers 
and users approve of this elimination it will become 
effective September 1 and will be put in practice for one 
year, at the end of which time another survey will be 
made to determine if any further changes should be made. 
Mr. MelIlvaine stated that by the elimination of wasteful 
practices, one hundred and one industries which have 
standardized and simplified their lines saved $600,000,000 


in 1925. 


PLUMBING SUPPLIES COMMITTEE REPORTS 


N THE report of the Plumbing Supplies Committee, W. 
| C. Hanson, Washington, chairman, said that the plumk- 
ing supply industry needs attention. He felt that business 
in general, was in no better condition than when last re- 
ported. 

Volume now seems to have reached a peak but there 
seems to have been little effort made to make hay while 
the sun shines. He said that the industry is still suffer- 
ing from price cutting, greed in getting orders, ‘‘volumitis, 
branchitis’’ and extra differentials—all of which operate 
against making a profit. Mr. Hanson stated, however, 
that it was the jobbers’ fault, for he said that little blame 
can be given now to manufac urers’ sales policies. 


LIST PRICES OF CUTTING AND THREADING PIPE 

L. SMITH, John Simmons Co., New York City, 

« told of a survey of costs in his pipe shops, which 

showed that, with the present list prices for cutting and 

threading pipe, jobbers operating pipe shops were losing 

money. This matter was referred to the Executive Com- 

mittee with instructions to appoint a committee to look 
into it. 


WHOLESALER—NOT JOBBER 


a Resolution Committee concurred in a resolution 
which favored the elimination of the word, jobber, 
and the substitution of wholesaler, as the most fitting 
term to describe the business in which all were engaged. 
Some, however, preferred the term, distributor, and the 
question was referred to the Executive Committee. 

The Resolution Committee, also, concurred in resolu- 
tions to go on record as being opposed to the Federal 
Inheritance Tax and to re-affirm the association’s support 
of the Capper-Kelly Resale Price Bill, both of which 
resolutions were adopted. 
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DEATHS 

ECRETARY McILVAINE read the names of those mem- 
roe who died during the year, and, according to 
custom, all stood in silence for a few moments in tribute 
to the memories of the following: John McPhail, president, 
James Robertson Mfg. Co., Baltimore; W. W. Ross, vice- 
president, Scioto Valley Supply Co., Canton, O.; Burnham 
H. Taylor, treasurer, McMann & Taylor Co., New York 
City; Samuel Van Camp, vice-president, Van Camp Hard- 


ware & Iron Co., Indianapolis, Ind.; Rollin S. Woodruff, 
president, The C. S. Mersick Co., New Haven, Conn.; 
Richard J. Donovan, president, R. J. Donovan Co., New 


Grant, Bridgman Co., Philadelphia, Pa.; 
C. V. Kellogg, president, Kellogg-Mackay Co., Chicago; 
Tracy S. Smith, vice-president and manager, Murray W. 
Sales Co., Detroit, Mich.; Roy Van Camp, president, Van 
Camp Hardware & Iron Co., Indianapolis, Ind. Roy Van 
Camp’s death occurred just two days before the meeting. 


York City; U. S. 





Typhoid Versus Tourists 


Ohio’s campaign for a safe water supply is progressing, 
though to one not acquainted with the work necessary to 
certify a given supply it may seem to progress 
rather slowly. After two summers’ work, there are only 
108 wells now bearing the ‘Seal of Safety” of the State 
Department of Health. 

It is difficult to realize that an apparently excellent wa- 
ter supply can and may be dangerously contaminated. To 
all appearances it may seem without fault, and yet a glass- 
ful of it may be as fatal as the bite of a poisonous snake. 
No one would think of drinking water in which contami- 
nation is visible to the naked eye, yet such water may be 
entirely free from harmful disease germs. Only by means 
of carefully regulated laboratory tests can dangerous con- 
tamination be determined. 

The three most to be feared from drinking 
water are typhoid fever, dysentery and intestinal worms. 
None of the germs of these is visible except under a pow- 
erful microscope. The germs of typhoid fever are seldom 
detected in water, so the laboratory does not ordinarily 
try to find them. However, knowing that typhoid, dysen 
tery and worms may be and are occasionally inhabitants 
of the human intestine along with a constant inhabitant, 
the colon bacillus, if we can demonstrate the presence of 
this colon bacillus we know that the water may also con- 
tain the germs of When the presence of the 
colon bacillus can be demonstrated, we then say the wa- 
ter is contaminated or polluted and of doubtful quality 
or unsuitable for drinking treated in 
some way to kill any possible infectious material it might 
From an esthetic cares to 
contaminated 


water 


diseases 


disease. 


purposes, unless 


contain. standpoint no one 
drink water with 
be sure, not all colon bacilli come from human beings, but 


human excrement. To 
why use water contaminated with any animal discharges? 

Another point to be considered and the one over which 
entire control may be had, is the surroundings and de- 
of the water supply—-well, pump or spring. 
These must be free from possible as well as obvious 
sources of contamination. It is almost incredible, the 
ignorance and indifference which prevail in many locali- 
ties as to the danger to water supplies from insanitary 
surroundings. It is not always an easy matter to deter- 
mine just what is the source of contamination, but cer- 
tain natural laws can always be reckoned with and in 
many cases even a novice can see the danger from cer- 
tain contaminating features in the surroundings of the 
water supply. Many obvious sources of contamination are 
permitted to exist on the clumsy pretext that they have 
been there for years and never caused any sickness. 


velopment 
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Heating and Piping Contractors 
Meet in Washington 


(Continued from Page 25) 


was the distribution of the spring labor survey, this hav 
ing followed the greeting from the American Society of 
Heating and Ventilating Engineers, delivered by William 
H. Driscoll, president of the society and vice-president of 


the heating contractor Mr. Driscoll emphasized the fact 
that the two societi were very close together, with inter 
locking membership, that the Engineers Society was really 


a child of the Contractors Association, and that the A. S 


H. and V. E. was naturally keenly 


interested in the parent 


body 
William G. Bergner ecretary-manager of the National 
Trade Extension Bureau at Evansville, Ind., told the 


delegates of the work of the Bureau, as well outlining 


a number of siness which must 


principle 
be employed 





Mrs. 


Mrs. T. J. Connor and Mr. and 
Clifton, all of Cincinnati, Ohio.—Bottom picture: C, J. 


Top picture: Mr. and 

Cc. F. 

Stein, Mra. J. Gable, J. Gable, Mrs, C. J. Stein, C. W. 
and Mrs. ©. W. Bussey, all of Chicago 


Bussey 


that 
Extension 


with the 
Bureau are among its most 


those who are familiar 


He pointed out 
work of the Trade 


active supporters. His recent trip has convinced Mr. 
Bergner that the heating and plumbing industries do not 
have a proper program for development. They have 


work, but the 
have not been sufficiently profitable, so that he urged the 


been enjoying a large volume of returns 


order to obtain a 
called 
wholesalers 


their business in 
proper reward for their 
the fact that the manufacturers 


the same unsatisfactory conditions, so that 


members to study 
attention to 
report 
diligent 
efforts on the part of everyone involved in the industries 
Many 


common sense policies, he 


efforts. He 
and 
more 
are needed to correct this condition. of those who 
fail in business do not adopt 
stated. He felt that the 
tion to what the failures in 
of emulating the successful contractors. 

Mr. Bergner’s study of conditions convinced him 
that the next few years will show a marked improvement, 
and this progress is essential for the continued welfare 
of the business. 3oth the large and small contractors 
need information on their costs, many paying too much 
attention to volume without figuring their costs properly. 


industries paid too much atten- 


business are doing instead 


has 
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last year, he said, had shown a heavy loss in the 
the Trade 1 
condition as a part of 


he 
contracting end of the business and Exter 


Pureau is trying to correct this 


its fundamental mission of putting common 


sensé to 
the business 

He placed particular stress on 
that the 


stands, too many shops not knowing their ex 


proper accounting and 


bookkeeping, so contractor knows at all times 
where he 
penses, while many have a knowledge of only the general] 
results of their 
individual 


business without exact information on 


jobs or contracts. 


TRADE ORGANIZATIONS HELP INDUSTRY 

R. Bergner feels that trade organizations are among 
M the best agencies for getting in touch with the 
different contractors, so that well balanced programs for 
such associations 
plumbing industries offer a 
which is a distinct asset to anyone who purchases 


the annual meetings of 
The 


service, 


are esséniia 


heating and wonderful 
it, so that all contractors should be proud of the business 
in which they are The market 
feel that the contractors are meet 
ing their merchandising responsibilities. A large volume 
past encouraged con 
their obligation to sell. If building 
operations should fall off, this problem, he believes, will 
“Well efforts along mer- 
chandising lines will make it possible to double or treble 
Mr. Bergner added. 


engaged. is large, but 


Mr. Bergner does not 
few has 


of business in the years 


tractors to overlook 
become directed 


more acute 


the sales of heating materials,”’ 


REPEAL RATHER THAN PASS LAWS 
FYNUE unfortunate national propensity for 
“There burden of the 

1 


inspiring and educational address of Merle Thorpe, editor 


Saying 


ought to be a law” was the 





George E. Lavelle, R. T. Ray, W. J. Gemeny and 
I’. C. Black, all of Chicago.—Middle picture, front row: J. W: 
Jacob, of the National Radiator Co., Washington, D. C.; J. > 
MeVey and J. J. Sneider, all of Pittsburgh, Pa. Back 
Cc. F. Morrow of the National Radiator Co., Johnstown, P1.; 
Peter O'Neill of Pittsburgh; L. H. Quackenboss of Warren 
Webster & Co., New York City.—Bottom picture: C,. F. Vor- 
row ,of Pittsburgh; RK. E. Warden, of Johnstown, Pa.; William 
Tinker, of Philadelphia; J. J. Donoghue, of New York City, 
all of the National Radiator Co, 


Top picture: 


row? 














RO Get the New DURO 


Red Book 


The DURO Company 


Dayton «+ Ohio 
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hy you do a good thing 





The Ariston Silent 


K-2904 

The deluxe closet. Noiseless in operation. Tank and 
bowl of Durock with white celluloid surfaced seat 
and cover. Top of tank held securely in place by 
two hidden spring-clips. Concealed twin jets, giving 
accelerated flushing 

Extra large water-surface in the elongated bowl. Con- 
tinuous oval-shaped seat, with opening four inches 
longer than the ordinary; this is a feature that eliminates 
discomfort and prevents soiling. Measurements: Water 
surface, 14 in. x 10 in.; opening of bowl, 16 in. long; 
seat opening 13 in. long 

The flushing mechanism in the tank is of such superior 
material and workmanship that it always works smoothly 


and easily; it never gets out of order; guaranteed by us 
against needing repair or replacement of parts. 


Cc 


oy, 








~ for yourself, as well 
~ as for your 


customer, 


when you install this closet 
on fine residence jobs 


OU show Mr. Householder this closet, telling him 

that it is made of Durock. He has read about 

Durock in his favorite magazine. He knows it as the 
perfect material for bathroom equipment. He knows its 
advantages and its freedom from the faults of other wares. 
He knows that cheaper materials are not Durock. So you 
put yourself beyond lower-price competition. 


Granting this closet to be made of the best material and 
noting its other features of superiority as you explain them 
to him—its quietness, its large water-surface, its long seat- 
opening, etc., etc.-—he is willing to pay a price for it that 
allows you a good profit. 


Selling him and installing the closet, you identify yourself 
with the good impression that it makes, because the credit 
of recommending it is yours. As the closet gives complete 
satisfaction month after month and year after year it adds 
to the favorable feeling of the customer toward you; it be- 
comes a contributor of goodwill; it advertises you, as it is 
proudly shown to visitors at the customer’s home. 


So you, first, make a good profit; and, second, make good- 
will for yourself. Those are the reasons why it is good 
business for you to sell this closet. 


THOMAS MADDOCK’S SONS COMPANY 


Oldest Sanitary Potters in America 


Trenton, N. J. 


Sole and exclusive manufacturers of plumbing fixtures made of Durock 


DUROCK 


the perfect material for 


bathroom equipment 
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Top picture, front row: R. E. Warden, vice-president of the 
National Radiator Co., Johnstown, Pa.; E. E, MeNair of the 
U. S. Radiator Corp., Detroit, Mich.; D. E. MeCabe, of the 
International Heater Co., Chicago; George M. Getschow, of 
Chicago; back row: William Stockwell, of Weil-McLain 
Chicago; Harry 8S. Welsh, also of Weil-McLain; Charles 
Hackett, Philadelphia manager of the U. 8S, Radiator Corp.— 
Middle picture, front row: John KF. Hale, of the Aerofin Corp., 
Newark, N. J.; M. J. Chaquard and Paul Burlingame, both of 
Louisville, Ky.; back row: F. A. Clegg, of Louisville; Carl 
Sawade of the Continental Dunkirk, N. Y.; J. 
McWilliams, of Louisville.—Bottom Christen- 
Andler, T. J. John J. 
Krez, all of Chicago 


Co., 


Heater Corp., 
picture: J. R. 
Lavelle and 


sen, J. F, Horgan, G. E, 


of ‘‘Nation’s Business,”’ the official organ of the Chamber 
of Commerce of the United States. The stages of commerce, 
Mr. Thorpe outlined, first individual 


then sectional competition, this being followed by trade 


were competition, 
connections, with the final stage being the trade associa- 
tion era. The greatest of these is the last named, he is 


confident. He commended the assembled contractors for 
coming to Washington to take care of their own business 
instead of asking for a for all their 
many delegations to the nation’s capital do. 
self regulation of business,’’ Mr. Thorpe 
“Ninety per cent of the items on the White 
House calendar today deal with business problems, despite 
that tendency. 
ought to be a law.’ 

all, are 


ourselves.”’ 


ills, as so 


“The 


panacea 
new 
note today is 
declared. 


All because too many people say ‘there 
We have too many laws, 1,900,000 in 
because we afraid to face our business facts 
Warning the audience not to ‘“‘pass the buck”’ to the man 
up, the that the 


blamed the wholesaler for bad conditions, while the whole- 


higher speaker declared retailer who 
saler was blaming the manufacturer and the manufacturer 
blaming the railroads, was helping to form a vicious chain 
of complaint, customers the 
true reasons for high prices. This custom of blaming the 
other fellow has much to do with the deluge of laws that 
hem in American business on all sides. -aying a tribute 
to trade associations, the speaker told of a recent British 
commission which after seven months’ study of conditions 
in this country reported that one of the big reasons for the 


instead of pointing out to 
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United States getting ahead is the work of the trade 
associations. 

Summing up, the editor emphasized “When people 
complain to you of American busine just remember 
that our industrial organization has in its short 150 years 
produced three times as many comforts for mankind as the 
whole world had in countless vears before that This 
must prove that our industries are on the right track.” 

The secretaries of local associations had met early on 
Wednesday, as did the board of directors, and their find 


ings were brought before the convention by Louis Braun 


of Chicago. Their chief recommendation to the locals 
was the employment of field secretaries, who can not only 
assist the members of the association, but can aid m: 
terially in increasing membership among competent and 
responsible contractors With certified heating, employ 
ment of men of this type is almost a necessity, the cre 


taries believe, 


ANALYZES PROBLEM OF INSTALLMENT SELLING 
| NSTALLMENT 


and uses, was cis 


Georg W 


selling, its abuses 


cussed in a very interesting manner by 


Norris, governor of the federal reserve bank of Phila 
delphia From the banker tandpoint a great deal can 
be said for and against this rapidly growing method of 


merchandising, the speaker stated He can readily see 


why the business has grown to the point where in 1925 
approximately six and a half billion dollars worth of goods 
were sold in this manner. For one thing, the manufac 
turers with large plants and large overheads must do a 
big volume in order to make a_ proper. profit. Mer 
chandisers, too, have seen their overhead go up rapidly 


selling on a margin of 
This 


sales under this plan are on the basis of 


of late years and are now narrower 


profit than ever before. necessitates a huge volume 


Most 


of sales. 











Miller, of the H. B. Smith Co., 


Top picture: C. A. New York 

City; Mrs. Sam Kaislar, of New York City; John B. Stiles, of 

Jenkins Bros., Boston, Mass.—Middle picture, front row: H. J. 

Afton, E. G. Gordon of Chicago. 

Back row: D. B. Bauld and Thomas Kelly, both of Chicago.— 

Bottom picture: A. Peterson, J. Schroeder and H,. W. Keppner, 
all of Chicago 


and Thomas Casserly, all 
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Architect: Schultze & Weaver 
Plumber: Alexander Orr, Jr. 
Plumbing Fixtures: Hairies, Jones & Cadbury 


Sloan 


Valves 
Of Cou Yrse 





SLOAN VALVE CO. 


cmwet.ca & @ 
With Branches in the Principal Cities of the United States and Canada 


June 12 


1926 
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one-third down, the balance divided into 12 equal in 
staliments, his investigations have proved. However, the 
average life of the contract is only four and one-third 
mouths, which is approximately three times the credit 


allowed under the usual charge accounts. The estimated 
increase of costs of the goods to the purchaser runs from 
15 ‘o 20 per cent. 

Experience with this type of selling up to date has 
been extremely satisfactory,’’ the bank governor stated. 
Should hard times come, it is hard to say exactly the 
outcome, but losses will probably be so distributed that no 
great hardships will ensue. The sale of six and a half bil- 
lions of dollars worth of goods last year means about four 
billions in goods sold that would either have never been 
bought or would have been purchased in later years. This 
is bound to increase production.” His personal opinion is 
that if only goods that might be called permanent assets, 
not easily perishable, are purchased under this plan, it is 
probably a good one. 











Top picture: J. Barnum, assistant manager of the New York 
City office, American Radiator Co.; J. C. Faulkner, New York 
City manager of the H. B. Smith Co.; Conrad Kiewitz, of the 
New York City Board of Education.—Middle picture: Mr. and 
Mrs. J. T. Ketchum, of Chicago.—Bottom picture: J. M. Kell- 


ner, E. G. Gordon and M. T. Chagnard, all of Louisville, Ky. 


OPPORTUNITIES IN OIL BURNING FIELD 
-TNHE discussion of oil burning and its relation to the 
brought out some in- 


of Chicago, the 
burning for 


heating contractor’s business 
first 
home 


teresting viewpoints. F. A. Heath 
speaker, emphasized the fact that oil 
heating is still rather new and for many manufacturers 
still in the experimental stage. The greatest necessity, he 
believes, is for manufacturers to furnish a product that is 
safe, that will not require a great deal of servicing and 
saldwin, of Chi- 


that is guaranteed by the makers. J. T. 
believes that heating contractors can 
cut of oil burner installations if they go about it the right 
Way, select their burner with care, and devote the proper 
and attention to merchandising the burner. Mr 
jaldwin gave some selling ideas that have been used by 


make money 


Cazo 


time 


heating contractors. 
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& Plerce 


Butler 


Top row: W. T. Hannegan, of the Plerce, 
Mfg. Corp., New York City; Vernon E. Saumwalt, of the 
Cox Co., Baltimore, Md.; E. W. Black III, of the Kewanee 
Boiler Co., Philadelphia; Charles V. Haynes, vice-president 
of the Hoffman Specialty Co., New York City; M. C. Gillett, 
of the Standard Heater Co., Williamsport, Pa.—Bottom 
William Riblet, of the Dunham Co., New York City; R. 
kins of Maspeth, N. Y.; W. G. Le Jenkins 
New York City; George Getschow, past president, and Samuel 
member, both of Chicago 


Abram 


row: 
Tomp- 


Compte of Bros., 


I. Pope, past president and honorary 


Philadelphia, who stated his firm 


burner 


Anderson, 
$200,000 worth of oil 


William 
had done 
1925, believes it is a profitable field if intelligent thought 
He believes many heat 


business during 
is given to this method of heating. 
ing contractors have passed up good propositions, telling 
of one manufacturing company who tried hard to interest 
contractors in his home city five years ago without a single 
contractor evincing interest. His method of testing the 


to standardize on was to install one in 


burner he wanted 


his own home, and when it had performed satisfactorily 
there for a year, put his organization behind it. ‘‘The 
opportunity that faces both plumbing and heating con 
tractors in the oil burning field is one we should not vas 
up,”’ Mr. Anderson asserted. 

A long letter was read from D. M. Nesbit, the only 
honorary English member of the association, who was 


given that honor more than 30 years ago. Mr. Nesbit’s let 


ter revealed that price cutting is prevalent in England 
as well as in the United States P. Gormley, another 
honorary member, who retired 16 years ago, had also 
written briefly George Hale Morris of New York, also 


retired, and an honorary member, was present, however, 





Hansen, 


Miss Irene 


Top picture, left to right: J. N. Hansen, 
and Mrs. and Mr. E. Hansen, all of Chicago.—Bottom picture: 
Mr. and Mrs. J. C., Matchett, Mrs, and Mr. G. H. Dickerson and 


Mrs. and Mr. Baldwin, all of Chicago 








42 


“TRIUMPH” 
* BRASS TRIMMINGS 


Standardized —tested the 
equal of fifteen years of 
service—of typical Clow 
quality—at popular prices 








Some of the fittings that complete 
the ““Triumph’’ Line are shown 
above. Have the Clow Man in 
your territory show them to you 


DOMESTIC ENGINEERING 


PREFERRED 


FOR EXACTING 


June 12, 1926 


PLUMBING SINCE 1578 























Trouble- Free Faucets—Tested 


for Fifteen Years of Service 


Every home owner and building 
manager knows too well what a 
nuisance a dripping faucet can 
make of itself. 

Ten Clow ‘‘Triumph’’ faucets 
were opened and closed over 
200,000 times under city water 
pressure. This test is the equal 
of more than 15 years of service. 
After the tests, measurements 
of wear on the seats and other 
working parts indicated that 
the faucets were good enough 
for another ‘‘15 years’’ test. 
Not a single faucet showed a 
sign of dripping. 


When an architect specifies, or 
a plumber installs such fittings, 
he is assuring his client or cus- 
tomer of freedom from the nui- 
sance of dripping faucets. 


If trouble should develop, Clow 
**Triumph’”’ Trimmings can be 
quickly and easily fixed by any 
plumber. Their units are stand- 
ardized to such an extent that 
in the main they are readily in- 
terchangeable. 

And the new Clow ‘‘Triumph”’ 
line of compression brass trim- 
mings sells at popular prices. 


JAMES B. CLOW & SONS, 201 to 299 N. Talman Avenue, CHICAGO 
Offices in Principal Cities 
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Top picture, left to right: W. J. O'Mara, D. Neenan, D. Her- 
liby, of Standard Sanitary Manufacturing Co.; W. T. Thomp- 
son and H. Jansen, all of St. Louis, Mo.—Bottom picture: 
Front row, Charles Walmsley, Cleveland, Ohio; E. C, Guenther, 
Chicago; L. W. Moon, St. Louis, Mo., and E, T. Houlihan, 
Boston, Mass. Back row, J. M. Dougherty, president, D. & 
T. Manufacturing Co., St. Louis, Mo.; W. L. Burke, St. Louis; 
G. J. Mahoney, Philadetphia; Robert Feltwell, Philadelphia, 
and W. H. Powell, Chicago, all of D. & T. Manufacturing Co. 


and in a few words told of his pleasure in being able to 
attend. 

The report of Treasurer Horace W. Jones of Rochester, 
approved by the auditing committee, headed by William 
H. Curtin of Brooklyn, showed the finances of the asso- 
ciation in excellent shape, while the credentials committee 
reported no contests and the seating of all accredited dele- 
gates. 
the committee 
pointed to confer with the journeymen with respect to the 
that steamfitting is a two-man trade, 
report. It has been possible to meet 


Chairman Driscoll of special ap- 
association’s stand 
made his informal 
the journeymen’s committee only once, Mr. Driscoll stated, 
this committee outlining their reasons for advocating an 
apprentice system instead of a helper system. As yet a 
final report of the disposition of the matter by the steam- 
fitters’ representatives can not be made, the chairman an- 


nounced. 








Top picture: Mrs. H. G. Black, of Philadelphia; Mrs, E. E. 

Kaschub, Mrs. J. J. Sneider and Mrs, James 8S. McVey, all of 

Pittsburgh, Pa.—Bottom picture: Mrs. E. Gordon, Mrs, A. 

Peterson, Mrs. A. Dwyer, Mrs. C. Jorgenson and Mrs, John 
Schroeder, all of Louisville, Ky. 
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ENTERTAINMENT 
“~NTERTAINMENT Tuesday 
‘4 &reat deal was interspersed up to Friday afternoon. 


began on night, and a 
The first affair on the program was the Old Guard Dinner, 
held at the Hotel Willard, the old 


guests. Besides talking times and 


where timers 


old 
friends, the guests elected Samuel I. 


were 
over greeting old 
Pope of Chicago, the 
Association, an honorary 
dele 


gates and guests were present at a get-together party, with 


second national president of the 


member of the Association Later that evening, all 


vaudeville as the appetizer and dancing as the dessert, 

approximately 400 people partaking of the courses 
Wednesday evening while the men were at the open 

forum, the ladies were guests at a theatre party and 


Thursday afternoon they were taken in busses to the Con 


gressional Country Club, where tea and cards provided the 


amusement 


Before the ladies started for this affair, however, 
the greater portion of both men and women in at- 
tendance at the convention were guests at the White 
House, being greeted with a handshake by President Cool 
idge, and posing for a photograph on the White House 


lawn. 
The crowning entertainment event was the dinner dance 


Thursday evening, when over 300 guests divided their in 











A. Martin, of Wayne, Pa.; G. A. of Warren Webster 
& Co., Camden, N. J., and T. L. 
Middle picture: J. A. Cook and H. J. 
Leo Scherman, president, Vinco Co., and Charles Stewart, vice- 
president, both of New York City.—Bottom pic- 
ture: E. H, Philadelphia manager, Pierce, Butler & 
Pierce Manufacturing Corporation; C, H, Miller, Washington, 
D. C., of Pierce, Butler & Pierce Manufacturing Corporation; 
Cc. E. Littel, Pittsfield, Mass., and W. H. Cook, Philadelphia, 
both of Robbins, Gamwell & Co., Pittstield, Mass, 


Eagen, 
Eagen, of Washington, D. C.-— 


Knorr, both of Chicago; 


Vineo Co., 
Giles, 


terest between an excellent menu and an equally good 
dance orchestra. 
Friday afternoon, a great many delegates stayed 


over for a trip to Mount Vernon, where the home of George 
Washington was visited, and a stop over was made at the 
tomb of the Unknown Soldier. 

Ninth 
by the 
is pres- 
stories and basement with 
and will 
McKnight 


built late this 


Minneapolis, 


A lodge building will be 
street 


year at 
Minn., 
Nathanson 


and Second avenue §, 
Doled Club, 
The building 


carry 7 


Gymnal of which Louis 
ident. 
foundation to 
cost $250,000. 


building, are the architects. 


will be 3 
later, 
617 


additional stories 


Liebenberg & Kaplan, 














No. 38 1n a series of Picture-Stories 
on the manufacture of BRASS PIPE 


The 








M— SEMI-ANNEAL— 


N a previous brass pipe story this example was pre- 
| ented. A piece of wire or metal is bent many times 

It is apparent that something happens to it for it 
becomes brittle and breaks As a matter of fact, the 
rystalline structure of the piece of metal or wire is 
changed Practically the same thing happens with pipe 
when it is drawn. So after the drawing, the pipes re- 
quire to be semi-annealed so that the different parts of 
the tube will have the proper crystalline structure and 
will not pull against each other. The semi-anneal fur- 
nace which does this is illustrated below. 

The drawing at the right serves to illustrate some 
points of information relative to various methods of 
hanging brass pipe 

For horizontal pipes %-in. and larger, the hangers 
may be 10 ft. apart For %-in. and %-in. they may be 
6 or 8 ft. apart. On vertical lines there should be one sup- 
port to each story for pipes 1-in. and smaller, and may 
be one support to each two stories for larger pipes. 
Any kind of hanger will be satisfactory so long as it is 
strong and properly located. Generally the regular gal- 
vanized ring plate hangers are used where pipes are run 
exposed as on kitchen, laundry and corridor walls or 
ceilings 

On cellar ceilings, and particularly where a large 
number of pipe lines run together, the plumber may 
make his hangers out of galvanized pipe and fittings. 


my et 


Wall Zi 














a WT Nom Pe 


/ Brass \\) 
Tinned Iron Strap—*{4 Pipe J 


\ 


B f. 

















Strap Iron 
Clam 


4 


Ceiling Gf 


Bras E Flange 
OC) | 


Iron Pipe Hanger 


HE 











































" SU 











The 


Types of pipe hangers 


illustration shows a variety of hangers for use 


in different locations and under different conditions 





Brass pipe leonded on pan ready for the semi-anneal which removes the strains set up in the pipe during the process of 
drawing 
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Bull-Dog Tanks and Seats Have a Sure Grip on Quality 


1883 1884 1885 1886 1887 1888 1889 1890 
“% 1891 
1892 
1893 
1894 
1895 
1896 
1897 
1898 
1899 
1900 
No. 900x90 Star Seat 1901 


Super- White 19 O 9) 


1904 
1006 Ke 
oad long Life 


im Company 
and Product 


Perhaps it is because we ourselves 
have lived so long that the goods 








we make have a long life. And 








because our goods have a long life 





1916 WM HEAP Iba jobbers who deal with us enter- 
1917 tain no worries. Won’t you join 
1918 No. 100 Bull-Dog' Lowdown our happy family if you are not 


1919 already one of us? 
1921 1922 1923 1924 1925 1926 
aa Ke 


HEAP HEAP 

BULLD06 STAR 
i PAeEAPRs 

| eSony _| 


PIONEER SEAT MANUFACTURERS OF AMERICA 








Grand Haven CMichigan Trenton, CNew Jersey 





Q,_ Whe jobber who is not handling the Bull-Dog Line should be just to himself and investigate 7 





Mention Domestic ENGINEERING when writing advertisers. 
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Hidden pipe, tucked away in dark 
cramped corners—or pipe right out in 
the open at the bench—it doesn’t mat- 
ter which—is a dead cinch for No. 3 
Beaver Jr. Ratchet, !¢ to l-inch. 

No.3 is a handy little tool, balanced 
to perfection to make easy work of the 
most inaccessible threading. It’srug- 
ged, simple in construction and easy 
working—a separate die head for each 
size pipe—and these die heads are 
changed in a jiffy. 






The fastest selling—the most popular and 
widely used small size die stock on the 
market. Makes your small tool equipment 
complete. 

Buy any range of die heads—from any 
leading jobber. 


No. 3 is just one of 23 Beaver die stocks and 
pipe cutters—a tool for every purpose—and 
all of them having exclusive time and labor 
saving advantages. 


Let the Beaver catalog tell its own story 
to you—you' be interested. se the 


coupon for a copy. 


The Borden Company 
510 Dana Ave. Warren, Ohio 
New York Office 50 Church St., New York City 


D 7) fs) THE BORDEN COMPANY 
Warren, Ohio. 
O D, ; ; 
Let’s see the Beaver line as shown in your catalog—telling 


about a tool for every purpose. 























Time and Labor Saving Name. . 
Pipe Tools Address . 
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Advertising Editoria 


A NEW ONE EVERY WEEK—No. 222 







HOT 
WATER! 





morning 
shower 


OT MANY of us are really hardy enough 
to stand the much-talked-about cold bath 
in the morning. In fact, for many it is 

not a good practice—and may be harmful. But 
temper the cold water with warm water and the 
morning bath becomes pleasant as well as health- 


ON ful. You can’t wait for water to heat in the morn- 


[ KEEPS you | ing—you ought to have it always “on tap.” 


> 


The modern water heater is far more economi- 





cal than the old method of heating water as 
Ask for a needed. Drop in and see our display. 

free copy of 
“The Story 
ofthe Bath.” 
It'sinterest- 
ing reading Telephone, and 
for all ages Address) 

It isn’t ad- , 
ertising 


(In this space your Name 





Advertising —The Spotlight 


ryrvuie SHOPS from which many things are bought for use in your 
family are the shops which advertise most consistently. Most com- 
modities can be bought in community stores—but people prefer to go 
the big department store, partly because of its larger stocks, but also 
cause of its advertising It handles much of the same merchandise 
vhich the community store handles and its advantage lies in the fact 
at it advertises aggressively Use the Advertising Editorials to hold 
ur own community business $4.20 for twelve illustrations—20c for 
Bath a Day slogan cut. 
Now is the time to go after the hot water, shower and extra bath 
om business. The Advertising Editorials will help you with a mini- 
um of work. 
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ALES LETTER 
One a Week—No. 59 





Send the following letter to twenty or 
thirty homes where you know they ought 
to have modern water heating equipment. 
Your stenographer can write them in her 
spare time, and they can be made most ef- 
fective because they will be going to people 
whose needs you know, 


| Oo HN > RK OW N 
Plumbing : Heating 
Two Rivers, N. Y., 
June 12, 1926 
Mr. Edward Jones, 
Two Rivers, N. Y. 

Dear Sir 

The cold bath in the morning is one of 
those things talked about a lot and, it is sus- 
pected, practiced but little. In fact, not many 
of us are hardy enough to stand a cold bath 
and in many cases it can be distinetly harm 
ful 

Yet the morning bath is a big help to get- 
ting the day started right In order to have 
it just the right temperature for comfort you 
need hot water ‘on tap.’ You can’t wait in 
the morning for water to heat 

The modern water heater is far more econ- 
omical than the old method of heating water 
as it is needed With the water heater 
there is hot water for every purpose—for the 
bath, for shaving and for the hundred and 
one household tasks where hot water is 
needed 

Come in and see our display. Let us show 
you the various type You will undoubtedly 
be surprised at their reasonable cost and the 
low cost of operation. 

Very truly your 
JOHN BROWN 


Adlet 


ONE A WEF K- No. 80 


FE YO! want to know how effective a small 
advertisement can be, look at the average 


department store advertising. Watch how people 
will find in the many item that little bit of 
copy which refers to something they want. It 
may occupy no more than a half-inch of space 
on the page, but it bring in busine Use the 
Adlet—copy out the one below, add your name 
telephone and addre ind hand it to your local 


wspaper, 





Hot Water 


Hot water for all needs of the home 

bathing, shaving, and the household 
tasks—-always on tap economically with 
the modern water heater. 
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Inspectors test piece 


ALPHA 





MUNTZ 


O demonstrate the difference between 

Alpha and Muntz {the usual} brass 
pipe, we have made upa number of samples 
for architects, builders and plumbers to use 
as reference standards. Each sample shows 
both Muntz and Alpha pipe. 

These samples are made from flattened 
pieces of pipes, notched on one end and 
broken. They show in sharp contrast the 
differences in color, in grain and in sur- 
face where bent at the edges, as well as 
various other physical characteristics. 


Use coupon asking for sample. 
Trade 


CHASE 


Mark 


Alpha Brass Pipe 


contains only Alpha crystals 

It is a fine grain, dense, duc 

tile and tough metal It makes 
perlect bends, threads and 
cuts easly and offers even 
greater resistance to corrosion 
thanordinary brasspipe. Full 
details in our Alpha Brass 
Book. 


CHASE COMPANIES res eres -------- 


. Waterb , Conn 
INCORPORATED CHASE COMPANIES, Inc aterbury, Co 
WATERBURY, CONNECTICUT Please send me demonstration sample, showing 


Chase Metal Works Chase Rolling Mills | difference between Alpha and Muntz brass pipe 
STOCKS 
Chase Brass Companies, Inc., New York. | canine 
7 Chase Companies of New Jersey, Newark. | 


The Ohio Chase Company, Cleveland. - ie 
Chase Companies of California, San Francisco, Position_____ a — 


4 Los Angeles 
OFFICES | oe 
Boston New York Philadelphia Rochester 
Pittsburgh Chicago St. Louis Denver Atlanta {| Address- 


MembersCopperandBrass Research Association api DE- 6131-1° 

















Central Illinois Combats Stream Pollution 


Champaign-Urbana district voted $500,000 bond issue 
to finance big sewage disposal plant 


T is very encouraging to observe the manner in which 
| communities and groups of towns and cities in various 

parts of the United States are uniting their forces to 
attack the pollution of streams. For instance, the people 
in the vicinity of the great University of Illinois at Urbana 
are wrought up on the subject of stream pollution. 

Incidentally Urbana, as well as her sister town, Cham- 
paign, a mile or so away can boast of some of the most 
aggressive plumbing and heating men in the state, men 
who are foresighted in matters concerning plumbing and 
sanitation. It was this foresightedness that lead up to 
the planning for and the inauguration of the short course 
in plumbing which has been conducted from year to year 
at the University. 

The recent agitation was the construction 
sanitary district plant. The Champaign-Urbana com- 
munity of Illinois has, by this means, removed a menace 
to its health and by community co-operation 


for of a 


has solved 
its sewage disposal and pollution of streams problem in a 
manner in which individuals or separate cities could never 
have hoped to do. 

The Champaign-Urbana sanitary district is an example 
of big things that other can by com- 
munity team work. More such community problems, the 
construction and maintenance of comfort stations, plumb- 
ing and sanitation of tourist camps, etc., might well 
undertaken in this manner. 

The people of Champaign-Urbana district voted a $500,- 
000 bond issue to finance the project mentioned above, 
realizing that the disposal plants of both cities were very 
inadequate and failed to function properly, becoming 
rapidly filled with sludge after cleaning. The result was 
that the sewage generally passed through without purifi- 
cation, flowing into the streams and rivers of the state. 
Many of these were not only a menace to the health of 
the residents of that part of the state, but were also 
dangerous to stock grazing along their banks. 

Their sewage pollution reduced to a very great extent 
the serviceability of the streams between Urbana and St. 
Joseph. To restore the waters to their natural condition 
and to safeguard the health of the people, it became 
necessary to install complete sewage treatment equipment. 

The new plant will serve the community needs for many 
years to come. The cost has been estimated at $1.50 per 
capita per year. It would be impossible for each family to 
build and maintain a cesspool for a similar amount. 

The Champaign-Urbana project, the consideration of 
which involves intercepting sewers and a sewage disposal 
plant with its Imhoff tank, in use 
months. 

How well these problems were solved by this central 
[llinois community was reviewed at the recent hearing 
given by the war department to the trustees of the Chi- 
cago Sanitary Sewer District at Washington, D. C. The 
Champaign-Urbana system and one in Texas were cited 
as models in cost, maintenance and efficient operation. 
Every day there are visitors to the Champaign-Urbana 
plant. On the average of at least once a week an official 
or official committee from other cities comes to inspect 
this central Illinois project. 


communities do 


be 


has been for some 
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Imhoff of 
tank, was an interested visitor 
] the 


Professor 


of the Imhoff 


months ago and was 


of Germany, inventor 


a few 


much impressed with designing and fine construction 


of this system. 
The of this 
the active co-operation and advice of numerous experts at 


trustees and officers district have enjoyed 


the University of Illinois, as well as the master plumbers 


and others interested in sanitary matters in various parts 


of the state, and they have contributed much towards 
making this plant as well as the manner in which it was 
conceived and put into operation, a model which many 


well copy. 
WATER SUPPLY 

ERETOFORE 

undesirable 


LIMITED 


other communities might 
pollution been regarded 


| killed fish With 


increase in population and the resultant increase of pollu- 
tion, it that if this 
will where it 
»a point that, in certain localities 
at least, will amount to a pestilence 


has 
it 


stream 


mainly because 


as 


is now realized evil is not checked 


we soon reach a stage will foster a spread 


of water-borne diseases t 


In addition to the health menace is the fact that pollu- 
tion renders property adjacent to polluted streams and 
bodies of water, undesirable The increase in property 
values that would result from a clean-up of the Illinois 
River alone would unquestionably pay the entire cost of 


the sewage 
the 
increase 
Also 
supply 


treatment plants for not only Chicago but for 


Illinois Valley cities as well, 
be till 


particular 


and as time passed this 


in value would further enhanced. 


the of 


edingly 


in Illinois in question water 


is beginning to be exce serious Sewage 


and industrial wastes are thoughtlessly dumped into what 


was once, and could still be, an exceedingly satisfactory 
source of water supply, thereby making necessary the 
drilling of expensive wells or the erection of costly water 


treatment plants, all of which will become less effective 
and more costly as the demands for water increase and 
as pollution increases. In fact there are indications 


amounting almost to proof, that the supply of water that 
may had that 
limit will 

HERE of 


I miles in length, that is seriously polluted some- 


where along its course, and there are few streams indeed 
that anywhere 


be from wells is strictly 


be reached in the not 


limited and this 


distant future 


EXTENT OF POLLUTION IN ILLINOIS 


is no stream in Illinois more than a few 


not 
along their courses are now sufficiently 
pure so that the water is safe for bathing and satisfactory 
for fish life. Recognizing this, master plumbers’ associa- 
tions, Izaak Walton Kiwanis, Rotary Lions 


Clubs of the state have undertaken to clean up its waters 


League, and 


and earnestly ask the help of every right minded citizen. 
FACTORS INVOLVED 


bring 
fight 


T is not their purpose in any way to political 
questions into this matter, but in the 


to clean 


up the streams it is necessary to face the existing facts, 
the outstanding fact of course being the pollution of the 
Illinois River by the wastes from the Sanitary District 


of Chicago. 
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C-225-S 


“Paladin” 


The Perfect 
Pedestal 


Lavatory 





Plumbing Contractors who have installed a large 
number of this popular Columbia Lavatory re- 
port that it is one of the most satisfactory items 
of its kind. Made of cast iron, beautifully fin- 
ished in the finest porcelain enamel and furnished 
with a D pattern bowl with rear outlet, it will 
enhance the appearance of the most expensive 
bathroom. Is cut for combination supply and 
pop-up waste. 


An interesting catalog illustrating this and 
other Columbia Porcelain E:nameled Fixtures 
will be gladly furnished upon request 


See our Display at the 
HOME BUILDERS’ EXHIBIT 


441 Lexington Ave., New York City 






coe 
SANITARY 


MANUFACTURING (2 
Louisvitte, Ky. 
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View of sewage disposal plant at Urbana, Ill., where wastes from Champaign and Urbana nre treated 


While dumping the sewage of Chicago into the Illinois 
River may have been necessary when this method was 
resorted to, the science of sewage treatment has now 
reached a point where this method of waste disposal is 
not only unnecessary, but is unsatisfactory from almost 
every viewpoint. 

The Sanitary District officials have never proposed to 
treat all the wastes produced at any future time whatever. 
At the best their proposal is to put in treatment plants 
fast enough to prevent the pollution from being worse 
than it is now. 

Many sewage plants have been erected in various parts 
of the United States. A typical one is the plant at Urbana, 
Ill., equipped to treat the wastes from the combined 
communities of Champaign and Urbana. The construction 
cost of this plant was slightly under eight dollars per 
capita for the population served. The water discharged 
from this plant is clear, odorless and satisfactory for 
fish life. 

The vast majority of industries produce no wastes that 
can not be easily and inexpensively handled. Many in- 
dustries are investigating their wastes and are finding 
large profits are to be made in their treatment and re 
covery. A leading authority on this subject stated publicly 
recently, that if after a reasonable period of years all 
industries were required to treat their wastes to render 
them harmless before discharging into any stream or body 
of water, the net result would probably be a financial 
profit to industry, though certain industries might be con- 
siderably handicapped by the cost. 

Regardless of the accuracy of this statement, the fact 
remains that there is no more justification for industry 
in throwing its waste products onto the community than 
there is for a household in discharging its wastes into the 
street. The day is not far distant when the industry that 
cannot exist except at the cost of polluting streams, will 
not be admitted to and allowed to operate in any enlight- 
ened community. 

There is no logical reason existing why any stream need 
be made a depository of wastes. The further specialists 
investigate the whole problem of wastes and their disposal, 
the more definite they become in this statement. 

It is as yet impossible to say exactly how much water 
will be needed for the waterway. The actual amount of 
water required would be dependent upon the extent to 
which the waterway is used. The engineers in the employ 
of the government who made a careful study of this, 
reported that the legal maximum of 4,167 sec/ft. would 
probably be sufficient for the waterway for many years 
after its completion. Few shipways in the world use as 
much as 10,000 sec/ft., and it seems exceedingly improb- 
able that this amount will be required for the waterway 
for decades, if ever. The big reason for the 10,000 sec/ft. 
diversion asked for is to produce power. An important 
point to remember in this connection, however, is that, 
owing to the fact that a larger percentage of the total 
difference in level hetween Lake Michigan and the Atlantic 
Ocean can be utilized by way of Niagara than by way of 
the Illinois River, a given amount of water will develop 
much more power by way of Niagara than by way of the 
Illinois. Therefore, viewed from the national standpoint, 
it is easy to see which way the water should go. 


WHAT SHOULD BE DONE? 
HE war department seems to intend to force the 
Sanitary District to proceed at reasonable speed in 
the needed reform. However, the war department is in- 


terested only in a sufficient clean-up to insure the operation 
of the waterway and the safeguarding of the interests of 
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The 
Extraordinary Significance 
of the 


Widespread Adoption 
of 


Temperature Regulators 


C) 


The growing popularity of Honeywell 
is a fact worthy of thoughtful consideration. 
The leading manufacturers of heating boilers 
are today recommending Honeywell 
exclusively. Of the important domestic 
oil burners listed as standard by Under- 
writers’ Laboratories, Inc., a majority is 
equipped with Honeywell controls. 


This widespread adoption of the complete 
Honeywell High-Low System of Auto- 
matic Control is not without reason. 


Manufacturers of heating plants are gradu- 
ally realizing that Honeywell contri- 
butes in no small degree to the more satisfac- 
tory operation of their installations. And 
Honeywell’s continuous dependability 
and unvarying accuracy are their guarantee 
of satisfied customers. 


For Honeywell has unquestionably 
eliminated every element of uncertainty 
from automatic control. It will accom- 
plish the things claimed for it consistently 
with the same undeviating precision, for an 
indefinite period. It will bring to your 
product a new measure of efficiency, econ- 
omy, convenience, comfort and safety. 


The Honeywell Heating Specialties Co. 


Wabash, Indiana 







Honeywell 15-day thermostat 
equipped with dependabie 
Jeweled - balance movement 
clock and high grade ther- 
mometer 
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| the United States and Canada. They are not partic: larly 
concerned about making the Illinois River clean. ife- 
guarding these interests will devolve upon the p-ople 
| along the Valley. It is their fight. But the Valley «ities 


| themselves will have to stop discharging sewage int the 


stream so as to come into court with clean hands. his 
can be done only by installation of treatment plan 50 


that we will be able to say, when the issue comes up, that 


ONEYWELL 


the Sanitary District is the only offender in polluting the 
streams of the state. Prominent citizens of Joliet and 
other Illinois cities believe that now is the time to start 
plans for a treatment plant for Joliet, and adjacent com- 
munities. Their problem will be one of showing cach 
citizen first, that it is his duty to do his part toward 
taking care of wastes and secondly, that the cost wil! be 


| small and third, that the benefits accrued will be im- 


| portant. 


} mean a cost per capita, 


| 


This is the program that they propose to under- 
take, a program which needs the support of master 
plumbers’ associations and every other community-minded 
organization in the state. 


COSTS 

VF HE FIGURES of cost already given for Champaign- 
rn will apply with little variation to Joliet and 
other Valley cities. A treatment plant for this community 
including Lockport and Rockdale would be of approxi- 
same size as that at Urbana and would cost 
about the same. If this were done through bonds having 
a ten-year, life bearing interest at six per cent, it would 
per year of approximately one 
dollar. Add to this, say 25 cents per capita, per year 
for operation. 


mately the 


This is a matter that concerns every citizen of the state 
The death among children of Joliet, Ill., from diseases of 
the type borne by polluted water, is about twice the normal 
rate for communities of similar size. Their problem of 
water supply will quickly become acute if the well supply 


runs low. And who can forget the stench of the canal 
on a warm summer day? 
r 
The Metal Market 
Average Average Ave! 
June 7 May, 1926 Mar., 1926 
PIG IRON 
No. 2 sali Chicago, 
furnac ee re $21.00 $21.65 $23.00 $22.00 
PLATES AND SHE ETS— 
Steel boiler plates, Pitts- 
DUFGR, DOr TW. o000 06% 1.90c 1.90¢ 1.85¢ 
Blue annealed _ sheets, 
Pittsburgh, per Ib.... 2.40c 2.45¢c 2.50¢ 
Black sheets, Pitts- 
DUPER, POS Bi sccscss 3.15¢ 3.20¢ 3.25¢ 
Galvanized sheets, Pitts- 
burgh, per Ib ts 4.30¢ 4.60 1.506 
TIN 
| i. re 61.13¢ 


COPPER 
Prime Lake, f. o. b. re- 


st MOT CETTETE Te 14.00c 
Electro, delivered ...... 13.70¢ 
LEAD—- 
COO sncaseendconnann 7.57¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. 
Aluminum clippings ...16 ec Copper, light ..... 
nO TE xc west cs esen 35%c Copper, uncrucibled 
nee. GE civcictavecd 6 ¢ wire . , 
brass, heavy mixed.... 7 c Faucets and valves 
DO SS bse csksekeue 8 c Lead, heavy 
Copper, crucible ...... 1l c¢ Solder joints 


NOTE: Prices are those quoted on Monday of this ws 
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How do you finish up a new 
or remodeled heating system? 


UST your fitters go back and blow down the boiler several times 
by old methods, or do they make a short job of it and put the 
rest of the time on productive work from which you get additional 


profits? 


—And can you deliver to the owner with every assurance of free 
steaming, snappy circulation, a steadied water level, plenty of heat 
in all radiators on the cold days, and full heating value from every 
pound of fuel put into the boiler furnace? 


You can make these questions dis 
appear completely by applying Vinco 
to stop the foaming, priming and surg- 
ing, because Vinco permanently re- 
moves causes as well as effects. 


A properly designed system condi- 
tioned with Vinco is a strikingly good 
performer from the start, and after- 


avoid complaints, shaken confidence 
and controversy about final pay- 
ments, and the saving of steam-fitter 
hours will add substantially to your 
profits. 


Vinco thoroughly removes oil, 
grease, rust, scale and dirt without 





involving chemical reaction. Along 
with the oil and grease, Vinco takes 
much solid matter out of the boiler, 
so the only possible result is purer 

Giving your customer this satis- water and cleaner surfaces that are 
faction is good business. You will better able to transmit heat. 


wards is conspicuous for care-free 
boiler attendance and efficient heat 
absorption and transmission. 


Vinco is guaranteed on a money-back basis 


both as to its efficiency and its ability to bring about the desired improvement 
entirely without harm to any part of the heating system 


Vinco ingredients, 
processing and appli- 
cation are protected 
frominfringement,and 
Vinco is never sold in 
bulk. For safety and 
full benefits, accept 
only cans bearing our 
name and _ registered 
trade mark. Buy from 
your jobber or if neces- 
sary, direct from us. 
Mail the coupon. 


LINGO 


conquers foaming, surging, priming 
by removing oil, grease, rust, scale and dirt 


THE VINCO COMPANY, INC., 75 Vesey St., New York. 

Please advise where Vinco may be obtained and at what 
cost to clean out a heating system with.. ": a. 2 
of radiation. 
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PIERCE HEATING 


“ 
> 


ieee 
HE HOUSE HEATING PLANT 


is about to start on a long summer vacation. Its 
hot water coil will not be doing business again until 
next autumn. Consequently 















Now is the Time to 


=~ | “ASK EM TO Buy” | 
al HOT WATER | 
ne SUPPLY BOILERS <a 


out legs to set on 1,100 series. 6 
« se ntggent rick sizes. Tank ca- 
floors ; - 0 te ° ° ” | Flooo 150 te 
40 gallon tank A full line meeting the require- 1,000 gallons. 

ments of a small cottage or a big 


apartment house. 


They work twenty-four hours a 
=. day keeping a generous supply of 





rm HOT water on tap every minute. 
| And yet they use surprisingly little 
ib" coal, and require surprisingly little 
A" eye attention. 
BRASS WATER’ JACKETS for | 
Number 110 with those who demand super-quality. ||| 2,000 series. 3 
- oo anil For “30 Hl a" to 400 


Tested to 200 pounds hydrostatic a 

pressure for a normal working HAAG 
pressure of 80 pounds, in accor- 
dance with A. S. M. E. Code. 
























im 


PIERCE, BUTLER & PIERCE 


MANUF ACTURIN G CORPORATION 
41 EAST 42ND STREET :: NEW YORK, N. Y. 


Branches: Baltimore, Boston, Brooklyn, Cleveland, Detroit, Jacksonville, Newark, New London, New York, Philadelphia, 
Pittsburgh, Providence, Roanoke, Savannah, Syracuse, Washington and Worcester. 
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Questions and Answers 


REASON FOR WATER LEAVING THE BOILER WHEN 
PRESSURE IS GENERATED 

Editor, ‘‘Domestic Engineering’’:—I recently completed 
a steam job running two mains. When it was tested out 
the water left the boiler with one main 6 inches higher 
than the other. How can this be remedied? Would a 
larger boiler overcome the trouble? 

Mass. . Ea; 3G, 3. 


Your inquiry does not give us any data from which we 
can form an opinion as to the cause of your trouble. Any 
one of several conditions might cause the water to leave 
the boiler as soon as a steam pressure is generated. 

1. The risers out of the boiler may be too small. The 
area of a riser out of the boiler should be at least 50 per 
cent greater than the area of the main which is supplied 
by it. 

2. The main or mains may be 
volume of steam at a low velocity. 

3. The end of the main (or dry return) 
sufficiently high above the water line. From 18 
to 24 inches distance is required. 

4. There may be oil and oily scum in the boiler. If 
so, sal soda should be put in the boiler and cooked for a 
day or two, after which it should be thoroughly blown off 
through a surface blow off and finally be flushed out with 
clean running water. 

A larger boiler will not necessarily improve the situa- 
tion. We regret that you do not give sufficient informa- 
tion to allow us to definitely determine the cause of your 


too small to carry the 


may not be 


inches 


trouble. 
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WATER SECTIONS MAY BE ADDED TO INCREASE 
BOILER RATING 

Engineering”’: 

1.050 sq. ft 


Will a hot water 
700 sq. ft. of 


Editor, ‘Domestic 


boiler with a rating supply 


radiation if all pipes and fittings are covered with 85% 


9 


magnesia covering and the boilers are covered with 2 in 


of asbestos? Will the boiler rating be increased by simply 
adding water sections to a round boiler without increasing 
the grate surface? 
Ohio. A. P. J 
With the piping and boiler thoroughly insulated a 1,050 
oq... it hould be able 
ix or eight hour firing period, that is, if 


rated boiler to supply 700 sq. ft. of 
radiation for a 
the 


grate area or other data so we are 


boiler is conservatively rated You do not give the 


not able to advise more 
boilers are rated we 


round now 


1,250 sq. ft 


definitely. AS 
should prefer 


many 


to use a boiler to supply 700 


sq. ft. of radiation. Generally speaking, the addition of a 


water section to a boiler of this size will increase its capac- 


itv 75 to 150 sq. ft. provided the chimney is of sufficient 
irea and height to pul! sufficient air through the boiler 
for proper combustion of the fuel 


Anderson Co., American National Bank 
Va., has been awarded the contract 
$100,000 pool for 


The Maynard « 
building, 
for the 
the 

The 
construct an swimming 
with the the 275 
water line of the Atlantic Ocean to Cape 

The Bay Harbor Syndicate, Miss., 
glass-enclosed swimming pool at Langley Point. 


Richmond, 
construction of a swimming 
Club in that city. 

Mission 


indoor 


Virginia Boat 
Wilmington, N. C., 
connection 
from high- 
Fear River. 


Carolina Beach Co., 


will pool in 
the 


acres 


development of 


Biloxi, will erect a 





IMPROVED 
MODEL 
“R” 





More Economical—It ope- 
rates by city water pressure 
and the drainer itself is 
ideally constructed to oc- 
cupy the least possible 
space. This compactness 
makes it necessary to build 
only a very small sump— 
saving in cost of installa- 
tion as well as in space. 


1260 Holden Ave., Detroit 
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yrave 






PRODUCTS 
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Your Jobber Can Supply You 


PENBERTHY INJECTOR COMPANY 


AUTOMATIC 
CELLAR 
DRAINER 


More Efficient—It serves 
not only to drain base- 
ments, but also for office 
buildings, elevator and coal 
pits, or wherever it is de- 
sired to remove seepage 
flood or back water from 
points below the drainage 
level of the sewer. It is 
entirely automatic and re- 
quires no attention after 
installation. 





vf 











Canadian Plant, Windsor, Ont. 


I a ae 


A A A A) | LS) A | A RD MN < » ERDI — a—omme—R yMNRH 





56 DOMESTIC ENGINEERING June 12, | 926 


cfnnouncing 








PITAINTTIMI 





eneneenene HeSPOROUDENIDE NH one RTE SHOBE ETE 














| A New Ideal Gas Boiler 
for Small Homes with 
or without basements 


ITH this newest product of the Amer- 
ican Radiator Company, you can 
make gas house-heating one of the most 





profitable branches of your heating business. 
Coal burning Arcola Heaters are being sold 





to thousands of small home owners who 





have never before enjoyed the comforts of 











radiator warmth. And now you can sell 





Arcola Gas Heaters to many thousands more. 7 
H The additional comtort and convenience of 

radiator warmth supplied by automatic gas ARCOLA Parlor Gas Heater 
heat is a feature that instantly appeals. (with jacket) 

The illustration above shows front and back views 
of the Arcola Parlor Gas Heater, which is espe- 
cially designed for upstairs installations, Its trim 
appearance and the beauty of its lustrous grey 


small homes, detachec dings, offices 
Sr hom ietached buildir ff : 


shops, dairies—all small buildings with a 
gas supply available can be economically 


warmed by the Arcola Gas Heater. It acts as : , 
vitreous enameled jacket make it an ornament i! 


any room in the house. It can be installed in any 
room in which there is a chimney connection. 


i a radiator in the room in which it stands and 
is connected by pipes to hot water radiators 


in the other rooms. So it circulates warmth 
Can be equipped with automatic water tempera- 


ture control which regulates the flow of gas to 


through the entire building. 



































Every Arcola Gas Heater you install the burners so that any desired temperature can 
makes you a real profit, for installing is all be easily and conveniently maintained. Comes 
you have to do. The gas company will at- completely assembled, ready to connect, and is 
tend to servicing. rated from 375 to 700 square feet. 

DIMENSIONS AND RATINGS 
: FE ; > | 

IEATES Bs|% “5 = = S=t9|A.G.A. 

MBER Era 3 |35sz 4 2 |2 GS] 2S] Rating 
; Zh\O EAYSZSE| ATS eS STS] PRODUCT OF AMERICAN 
PGA or GA-40 | 4 | 275 25 11 5 | 55 375 yee 
PGA or GA-50| 5 | 375 30 | «14 5 | 55 500 AMERICAN GAS 

= PGA or GA-60 | 6 475 35 17! 6 57 625 Z : 

PGA or GA-70| 7 | 575 | 40 | 20 6 | 57 750 376 Lafayette Street 

Supply Tar ping. 22 inches : Width of Heate r (with Jacket), 19 in: SALES 

eturn Tapping. 2 Size of Gas supply 7 . 

; eet ipa, Potinarie bnbenenies.tiawt BOSTON PHILADELPHIA 
BUFFALO JACKSONVILL! 
| NTTTITITITINITITINITINIEIEE TTT LIT ITI I EL RADA ED CEL pean eveneerDRarsenieiteReonNONOLisRSNCEOOSOOTUOLITONGS TIMIINTITITITIT I 
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ARCOLA Gas Heater 


(without jacket) 


The Arcola Gas Heater is furnished without jacket 
but can be painted to conform to the decorative 
scheme of the room in which it is placed. The 
sections are painted in Arcola grey and the plate 
work on both heaters is of special baked-on enamel, 
giving a durable and glossy surface easy to keep 
clean. 

The Arcola Gas Heater can also be equipped 
with automatic water temperature control, as il- 
lustrated above. It is shipped assembled ready to 
connect (shipping weight from 415 to 685 pounds) 
and is rated the same as the Arcola Parlor Gas 
Heater. 


RADIATOR COMPANY 
PRODUCTS CORP. 


New York City 


OFFICES: 
CHICAGO KANSAS CITY 
ST. LOUIS SAN FRANCISCO 
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Our Gas Company 
Distributor 
Will Help you Sell 


RCOLA GAS HEATERS are generally 
distributed directly to the heating 
trade through gas companies because of 
the responsibility which the gas company 
assumes in connection with the sale of the 
fuel and the proper servicing of the equip- 
ment plus the fact that the owner becomes at 
once a regular customer of such companies. 


Besides assuming the responsibility for 
the equipment and the fuel, gas companies 
are active in pushing house-heating business 
through sales promotion and advertising. 
They are thus in a position to help you sell 
and to co-operate with you in other ways. 
It is to your advantage to work closely with 
your local gas company. 

In addition to this service we furnish you 
with special sales help in the form of attrac- 
tive mailing literature and newspaper 
advertising. 


Decide now to put a sample Arcola Gas 
Heater on your sales floor. It will start you 
off in the right way and do more to help you 
close sales than anything else you could do. 

Mail us the coupon below for full informa- 
tion and details of our co-operating selling 
plan. 


AMERICAN GAS PRODUCTS CORPORATION 
376 Lafayette St., New York City 


Please send full information about Gas Arcola Heaters and 
details of your co-operative selling plans. 


Name 


Address 


City 


State - 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are Full Weight 




















ANew Heating Booklet 


Sent free on ae 


Tells all about the money-saving Red Top 
“Tank in Basement”’ system. 


NEPTUNE METER COMPANY 
50 East 42nd Street :: New York, N. Y. 


Atlanta, Ga....525 Virginia Avenue Denver, Colo 1700 15th Street 

Boston, Mass 141 Milk Street Los Angeles, Cal.. 701 E. Third St 

Chicago,1). 565W.Washington Bivd. Newark, N. J...282 Roosevelt Ave 

St. Louis, Mo. -1912 Pine Ptreet Portland, Ore., 12th and Glisan Sts. 
San Francisco, Cal., 320 Market Street 

Philadelpbia. Pa., Richardson & aeemeen Company. 1308 Arch Street 

he ce Meter Co. Limited. 1197 _West, _Forente, ‘ ia 


Red Fop Relie? Valve 
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Legal Decisions 


ACCOUNTS STATED 

T has been declared in Alabama decisions that an 
I account stated is an assent to the balance, express 
or implied; so that the demand is essentially the same 
as if a promissory note had been given for the balance. 
The authorities do not recognize a distinction between 
stated accounts which have been merely assented to and 
agreed to be paid and those which have taken the form 
of a settlement by express written promise to pay an 
ascertained balance. A statement of account becomes a 
“stated account,” with its legal consequences, when “‘it is 
actually placed in the hands of the party to be charged, 
and, with knowledge of its purport” he expressly assents 
to the balance, or that acquiescence is implied.—Supreme 
Court of Alabama, in Reed v. Robinson, 104 Southern 
Reporter, 130 





COMMON LAW INTEREST AND REMEDY OF PARTNER 

T common law the interest of a partner in the firm 
A assets is not that of a tenant in common or of a 
joint tenant; it is the share to which he is entitled under 
the partnership agreement, after all of the firm debts are 
paid and all the equities between the partners have been 
adjusted. An action will not lie by one partner on a claim 
growing out of the partnership transactions until the 
business is wound up and the accounts finally settled; 
nor can a partner sue his co-partners to recover part of 


| the firm property in the absence of a statute permitting it. 


The remedy of a co-partner who desires to recover his 
share of the firm assets is through an equity action for 
an accounting and settlement of the partnership affairs. 
The rights between the complaining partners and the firm 


| and the creditors can be fixed by an accounting only.— 
Supreme Court of New York, Appellate Division, in Lud- 


lum v. Wagner, 209 New York Supplement, 540. 


ORIGINAL AND COLLATERAL PROMISES 
JTNDER what is termed the statute of frauds, such as 
} that of Indiana, no action shall be brought to charge 


| any person, upon any special promise, to answer for the 





debt, default, or miscarriage of another, unless the promise, 
contract or agreement, upon which such action shall be 
brought or some memorandum or note thereof, shall be in 
writing, and signed by the party to be charged therewith, 
or by some person thereunto by him lawfully authorized 

Whether a contract is collateral, or original, may be a 
question of construction. If so, it is a question for the 
court. But the question as to whom credit was given is 
one of fact to be determined by the jury. The entry in 
the books of the seller is often of great importance in de- 
termining to whom credit was given. If the goods are 
charged to the person receiving them and not to the de- 
fendant, this fact, if unexplained, would be strong evi- 
dence, not conclusive however, that credit was given to 
the person receiving the goods. 

The general rule deducible from the authorities is that 
if the credit is given to a third person to any extent, so 
that he is in any degree independently and originally lia- 
ble, the oral promise of the other person is collateral and 
within the statute. The form of the promise does not 


| necessarily control, for many promises which in form ar 


absolute, and would be regarded in law as an original 
promise, so as to make the debt that of the promisor, and 
not of the party receiving the goods, may under certain 
circumtances, be adjudged to be collateral, and within the 
statute.—Appellate Court of Indiana, in Symons v. Burto! 
149 Northeastern Reporter, 460. 
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Dependable Radiators 
Continental Wall Rai for Better Heating 


tors are made in 7 and 9 
foot sizes with screw-nip- 
ple construction, 


EADING heating engineers, jobbers and con- 
tractors everywhere, have learned to think 
of Continental when they think of dependable 
radiators. 
They are designed for good inside circulation 
and ample free air space between columns. 
Patient, painstaking machining and careful in- 
spection under pressure eliminate installation 
trouble and expense. 
Beautifully-smooth castings provide a perfect 
surface for a perfect finish. 
They are dependable radiators for better heat- 
ing. 
Made in 1, 2, 3, 4 and 5 column sizes, and 7 
Pie. and 9 foot wall radiators, they are suitable for 
Continental Radiators are made 
inallstandard heightswith heavy every purpose. 


push-nipple construction. 





Continental Radiators are made in a great, mod- 
ernly-equipped foundry, with facilities for load- 
ing ten cars at one time and served by four 
main-line railroads. 


You'll enjoy doing business with Continental. 


(Continental Heater (rporation 


Home Office and Factory 





Actual photograph of a Continen- Dunkirk, N. ) U. 5. A ‘ 
tal Radiator, showing the beauti- 
fully-smooth castings. On Lake Ente 
































Mention Domestic ENGINEERING when writing advertisers. 
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J This Tag says 
Built for Years of Faithful Service” 


HE tag which is attached to every piece of Republic Brass 

Goods identifies a modern, high class plumbing installation. 
It is a quality mark that identifies a plumbing installation de- 
signed to render faithful service from one generation to another 
—and to give permanent satisfaction to the user. 





ves 


The Modern Plumber's Tag distinguishes the plumber who 
takes a generous measure of pride in performing quality work 
—who confidently stakes his reputation and is eager to be 
judged by the character of the work he installs. 


The Modern Plumber's Tag is an emblem of quality that 
helps to build goodwill and business reputation for the 
plumber : - - it is an assurance of solid, dollar-for-dollar value 


The Moderr. Plumber's to the prospective home buyer. 

tag appears on every piece 

of ne ne Brass _— This tag on a plumbing installation is 

rc: sodera ein boo ne “The Identifying Mark of a Modern Plumber” 

—a plumber who per- ko 
forms higt class work and CJhe REPUBLIC BRASS COMPANY : Cleveland, Ohio 
uses quality materials. Good Plumbing - - - - Good Business - - - + Republic Brass Goods 


REPUBLIC 


BRASS GOODS 


SS ee eee 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


Nearly all jobbers continue to carry only enough stocks 
to keep abreast of the demand from the trade. In most 
cases, however, this demand is of a large enough size 
to force wholesalers to replenish stocks constantly. The 
cautious buying spirit which has been prevailing recently 
is still a feature of business, but some jobbers are step- 
ping out and buying in larger quantities in anticipation 
of a large volume of small rush orders. 

Manufacturers are accumulating sizable 
sources, as the buying on the part of jobbers is almost 
entirely limited to fill-in lots for immediate delivery. A 
good number of manufacturers are working at full time 
to keep up with this steady, insistent demand on the part 
of jobbers, and some have been reported to have fallen 
down a trifle in deliveries. On the whole, however, 
stocks at sources are large enough to take care of any 
ordinary demand, and curtailed production features some 
industries. 

During the week building activity has taken a new 
lease on life with the amicable settlement of most of 
the labor difficulties which have been a deterrent to many 
operations. As yet, this settlement has not shown a very 
appreciable effect on business in plumbing and heating 
materials. But with the new building projects which 
were held up by the strike starting to take shape, a defi- 
nite spurt may be expected within a short time. 

Chicago is still in the midst of a building boom which 
has been going on for several years, and no noticeable 
Architects are still working on 


stocks at 


let-up has been seen. 


plans, and ground has been broken for many new build- 
With the buildings which 
for the 


heating, manufacturers are shipping a 


ings in all sections of the city. 
near enough completion finishing materials 
plumbing and 
very satisfactory tonnage into the Chicago territory 
Taken a whole, are firm and unchanged. 
There has been of a softening in 
prices, but no new sheets have been issued. 
Soil Pipe 
Soil pipe report slight 
business, while they continue to ship a fair tonnage on 
old specifications. The bulk of this new 
small fill-in lots, and there is no indication of a tendency 
on the part of jobbers to stock for speculation. Prices re- 
and deliveries are good 


are 
in 
as prices 


some indication some 


foundries a increase in new 


business is for 


main at the firm base of last week, 
from nearly all foundries. 

Steel Pipe 
of last 
continue 


reported 
tonnage 
carrying 
maintaining 
Deliveries 
hand 


The increased demand week is again 
this week, 
to the Chicago district. 
future 


inventories adequate for current requirements. 


and mills to ship a good 


While jobbers are not 


large stocks against needs, they are 


are good, most mills have ample stocks on 


as 
Prices remain unchanged at the 192% sheet. 
Wrought Iron Pipe 

Although mills are working at 
liveries are slowing up to some extent. 


most full capacity, de 
A good 


is being shipped into this territory, and most jobbers are 


tonnage 
maintaining workable stocks. Business, as a rule, repre- 
sents week 
ported. 


to week needs, no future being re 


and 


buying 


Prices remain firm unchanged. 





EPORTS of various representative manufactur- 

ers at last week’s meeting of the National Pipe 
and Supplies Association, which can be found else- 
where in this issue, indicate that, with the exception 
of range boilers, conditions from the manufacturers’ 
viewpoint are generally satisfactory. In the last few 
weeks, all have noted a gradual increase in volume of 
orders and shipments and they take the sustained 
building activity as a barometer for good business for 
the next six months. Production is well co-ordinated 
to demand, with the result that markets are generally 
stable. Wholesalers continue their policy of ordering 
only to cover immediate and near-by needs, and the 
large share of manufacturers’ volume, therefore, is 
composed of small-sized orders, marked for rush ship- 
ment. This week to week buying is being handled 





FURTHER IMPROVEMENT IS EVIDENT 


satisfactorily by prompt shipping service, although 
the warning has been voiced that overplaying this 
cautious policy will be dangerous, as it is impossible 
for the manufacturer to move overnight from cur- 
tailed production to full capacity operations. 

No change in prices was reported during the week 
and the general tone of both jobbers’ and manufac- 
turers’ quotations is strong. Wholesalers are main- 
taining firmer prices than have existed in the last two 
years, and while complaints are heard about unwilling- 
ness on the part of the trade to place orders for known 
needs, the position of distributors is considerably im- 
proved over what it has been for some time. Contrac- 
tors are becoming busier every day, with the progress 
of the country’s large building program, and a short- 


age of journeymen is again becoming evident. 
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Combination Sink Fixtures i 
> 1 
. if | 
(ems ) ey 
I] 
RAAOH WHOS | 
\| USAIM IT 
hi 
—- -— — 
\ } 
No. 626 | | 
1 lve installed 
iz ive 
coe te Ce aes | npleased 
& rch customers ft) 
bee a moved for cleaning It will not webbie, remains permanently ri dg HI 
a “i Toy Le 
\ | as ni ee o [>A 
Pt Wath Soke A Ne oy Wan Seka hake Fl | | aw 
a ee ee ee ee — = 
" _ slime \ 


You can sell it with enthusiasrn- 
You can install it with confidence 


r RACEFUL and attractive in design—bright, lus- 

trous nickel plating-—-snowy vitreous china soap 
dish. And under its external beauty a construction 
that guarantees years of enduring service: United 
safety thread, seats that give extraordinary service, 
bronze grade metal all through. These make it easy 
to sell. 


~ ~The RED j And, as hundreds of plumbers in all parts of the 
METAL HANES country have found, you can install it with the cer- 






tainty that it will stay sold. All United goods are 
made that way. 


nin y 
Gor ks 
| Bices yr 
2 z 

ti” 


ace - 


Ask the United Jobber near you. If you don't 
know who he ts, write and we'll tell you. 


“‘The Red Metal Line’’ 


NI 


UNITED BRASS MFG. CO., 3844-62 HAMILTON AVE., CLEVELAND, O. 


Have you ever read a 
copy of this little maga 
zine? No? Then you're 
missing good ideas, en 
tertainingly dished up 
Write and ask usto put 
your name on the list 
No charge, of course, 
and no obligation 
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Enameled Ware 
Jobbers continue to stock enameled 

quantities and are maintaining 


ware in small 


working inventories by 


means of frequent orders marked for prompt shipment 
With the completion of a great many building projects 
a good deal of ware is being installed No disposition 


to buy for stocks in large quantities is seen on the part 
of jobbers, but the week to week business constitutes a 
nice volume. Prices are unchanged. Deliveries are prompt 
Pottery 

While there is no definite buying movement on a large 
scale, small orders for immediate delivery force jobbers 
to carry adequate stocks Thus a good volume of 
is being shipped from potters’ stocks 


on most staple patterns and prices remain 


ware 
Deliveries are good 
unchanged. 
Range Boilers 

Manufacturers’ shipments continue to keep a very fair 
volume of boilers moving, and new business being placed 
on the books totals a substantial quantity. 
the trade is moving larger quantities out of jobber 
stocks, which are being replenished at a fairly good rate 
Deliveries from 


Demand from 


most sources are prompt, and prices re 
main unchanged. 
Plumbers’ Brass Goods 
Tubular brass manufacturers report some business be 


ing booked for future release, but, as a rule, most of the 
volume consists of small-sized orders. Cast brass maker 
report a light volume stocks are called 
on for small rush orders, in both tubular and cast goods 
amounting to a fair volume. Prices of both tubular and 
cast brass goods are unchanged 


Jobbers’ being 


Deliveries are prompt. 
Boilers and Radiators 

One large manufacturer reports that a very fair amount 
of business is being booked, and that 
future are very good. The cautious spirit which has pre 
vailed to a certain extent seems to have been thrown off 
and a good buying movement is the Makers are 
shipping a large volume, but-stocks on hand at factories 
keep deliveries prompt. 


prospects for the 


result 


Prices are unchanged 


NEW YORK 


Building activities throughout Greater New York 
tinue to grow in volume. This is especially true in the 
Bronx, and at the present time there are no indications of 
a decline. On a number of days during May plans filed in 
the Bronx totaled over $1,000,000, and the total for the 
month was close to $12,000,000 The total volume of 
commitments in this one of the five boroughs for the five 
months ending May 31, exceeded $70,000,000, 
record for the Bronx. The 
entirely in multi-family houses. 

The most serious impediment to a continuation of this 
activity is the lack of skilled mechanics in sufficient num 
bers to do the work. The apprentice commission of the 
New York Building Congress graduated 800 apprentices 
as journeymen during the last week of May. This 
was made up of mechanics in every line of the building 
industry, and its numbers are still too few to meet the re 


con 


a new high 


investment was made almost 


class 


quirements necessary when the peak of building is 
reached. 
In the main, manufacturers of plumbing and heating 


materials are holding to firm prices. A representative of 
a large cast brass manufacturer predicts a withdrawal of 
the sheets of his firm some time within the next 30 days 
There is a continuance on the part of wholesalers to buy 
as needed. Plumbing and heating contractors as a rule 
are holding off placing their orders until the last minute 





ENGINEERING 63 
In some cases tl practice is carried to the extreme, and 
threatens to curtail deliver by manufacturers Some 
makers are already affected, they say 

Soil Pipe 
Demand for soil pipe and f ontir ood 
practically an even tenor That bbe ock re rut 
ning low is indicated by the frequency of immediate ship 
ment orders reaching manufacture! These orders are ir 
addition to the good amount of busin makers have o1 
their books Price generall firt ind not 
changed Deliveries are satisfactor) 
Steel Pipe 
Steel pipe busin teady and, it mi: © said, is run 
ning from good to very good Jobbers are rderir mostly 
for present stock replacement nd o! t lr} ol 
dering maintains a steady tonnage movement from the 
ample stocks at the n I have t ! ed 
Shipments are being made prompt 
Wrought Tron Pipe 
While makers of wrought iron pipe rep that their 
current busines has owed ! rifl t} t nage 
shipped durin Ma vill | lavoral hat 
Which left the mills durir t hie rresponding period last 
year Order placed are } tl for present need with 
few instances of forwar buyin Jobbers are maintain 
ing good running stocks and their resale prices are firmer 
Mill price remain firm nd un ! | toc] t the 
nills insure itisfactory deliverie 
Enameled Ware 
Prices have not changed Dy eri ure tisfactorily 
prompt The demand for ware mntin t¢ ncreas¢ 
slightly Jobber are buying largel for tock mainte 
nance and for contracts in hand Future commitments 
comprise only a small portion of the trading, thus the ma 
jor portion of this volume is due to the demands of plumb 


Ing 


eontractors 


Pottery 


Some master plumbers are showing a distinct reluctancs 
in placing their orders for pottery on contracts which th 
have closed One pottery representative cited instances 
where he had to take up the matter with architects on 
jobs which had been let, but on which the potters rder 
had not been placed, urging that pressure be brought te 
bear so as to make deliveries possible when the good ire 
needed Jobbers’ stocks on many items are low There 

no undue delay on deliveries of staple No change 
have been made in prices 

Plumbers’ Brass Goods 

One cast bra maker’s representative states that there 
will undoubtedly be a withdrawal of his firn pl I 
heet within 30 days but, during the aveek, price f th 
commodit vere unchanged Tubular bra pri re un 
changed Demand for both types of bi products is very 
good with the major part of ordering for immediate ship 
ment and forward buying comparatively light Jobber 
stocks, while fairly complete, are not large Deliverie 
are prompt 

Range Boilers 
Most wholesalers are buying range boilers in quanti 
ties sufficient only to insure themselves against shortage 
Demands made by master plumbers ars iusing a good 
movement from the factori Deliveries ire being mad 
promptl) Prices are unchanged 
soilers and Radiators 

A good amount of heating equipment busine is being 
placed by wholesalers to care for the demands made on 
them by heating contractor De eri yn both commod 
ities are atisfactory Prices have not changed 
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Imgoingtobuy | 
e~some day ! 


June 12, 1926 


The costly folly of post - 
poning CASH PROFITS! 


“F-OR a long, long time you’ve been 





thinking about buying a pipe threader. 

Gradually you’ve been selling yourself 
on the advantages of a pipe threader—step 
by step you’ve been making mental progress 
toward the day when you will enjoy the time 
and labor saving advantages—and the profit 
earning benefits of modern threading equip- 
ment. You know the need exists. Your mind 
is definitely settled on buying a pipe threader. 

















But yet you delay and hesitate. And in the l 
meantime forfeit the benefits and postpone . 
the advantages that the possession of a pipe z 
threader would definitely bring you. : 
* + * " 4 
The development of the new Red-E-Hall Eis 
Pipe Threader removes the last excuse for 1 
putting off the purchase of modern pipe thread- a 
ing equipment. For here’s a machine that, | Oi 
in design and construction, stands head and ; 
shoulders above anything the market has T 
heretofore offered. A pipe threader that repre- z h 
sents not only an improvement over previous (eeeercan ceo as é 
threading equipment but embodies features Indecision— n 
of construction and mechanical advantages a Ras ie fj 0 
that are new, exclusive and revolutionary in t et 1€ bes protits : 
the manufacture of pipe threading equipment. | vn fh ess eer ar 
getting contracts that you should | 
j clinch. Making money that you j 
| might carn. Building goodwill 
(| with their jow . Ture | 
1} ing out jobs that build repute- | 
1} tion. And making more dollars 
}} of net profit. 
——E_aaLLLa | Raab Hallon ou rp 
tI and get on the path to prosperity. 
Hi 
Hl he PACT teen ee 





Now you can invest your money in a pipe a5 — = 
threader safe in the assurance— confident 
in the knowledge that your money is 
purchasing the greatest value ever offered 
to the buyer of pipe threading equipment. 


A DEMONSTRATION ) 
RED-E-HAUL j 
is on display at your jobber’s show 
room. Make it a point to go around i P 
and operate the Red-E-Hall yourself , | 
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9 
Eight Value 

Features of the new 
Red-E- Hall 


1. Made of certified malle- 
able castings —for light- 
ness plus sturdy strength. 

2. Three speeds. 

3. Silent chain drive. 

4 Friction clutch insures 
easy starting and stopping. 

g. Equipped with Timken 
Roller Bearings. 

6. Portability. Red- E- Hall 
Built-in Truck. 

7. Four extra sets of dies. 

6, Driveshand stocksupto8". 








HE new Red-E-Hall Pipe Threader embodies features of design 
_ & and mechanical construction that represent an advance unrivalled 
' i the history of pipe threading. 

4 This new and greater—this modern day machine effects economies in 
_ time and labor costs heretofore considered beyond the realm of possi- 
_ bility. Actual tests on practical pipe threading jobs have proved its 
sturdy ability to cut time and labor costs 90% compared with old 
fashioned hand tools. 

The new Red-E-Hall threads 4" to 2" pipe. And as a power drive for 
hand stocks it threads up to 8" pipe, without the bother and labor of 
dismantling the machine. 

New, exclusive chuck enables the Red-E-Hall to cut 3" nipples with- 
out special adjustment. And portability is more than a promise in the 
new Red-E-Hall—it is an accomplished fact. Portability is built-in. 
Machine can be moved quickly and easily to any part of the shop or job. 


A new folder tells the whole story of Red-E-Hall’s amazing ability to put 
brofits inte the pockets of American Plumbers. Write for your copy today. 


HALL-WILL, INC. - SUpeR to abens * ERIE, PA. 


PIPE THREADERS * 





Built by HALL-WILL,INC. Erie, Pa. 





blazes a new trail of progress 
tn the field of pipe-threading- ~ 





PORTABLE PIPE THREADER 
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PATENTS 
APPLIED FOR 


4 


Mandard Motor 


b. Kne, Pa 


Completely equipped with 
four extra sete of Dies, B 6 Truck 













Patent 
Applied 
CAPACITY of 
Red-E-Hall ',” 
to 2”. As a power 
unit, and with 
out dismantling 
machine drives 
hand stocks 
up to and in 
cluding 4” 


y 
N EW, exclusive 
chuck enables the 
Red-E-Hall to cut 
3" nipples without 
special adjustment. Rethcte porte 
bility. The Red 
E-Hall can be 
moved easily 
and quickly 


-——— = 1 


HALL-WILL, INC. - Erie, Pa. 





Send me a copy of your illustrated booklet 
describing the new Red-E-Hall Pipe Threader. 


Name 


Address 


City 
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| 
THE MODERN CATALOG FILE 


on om 
i en 


—_—_Domestic Engineering Catalog Directory—— 
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DOMESTIC ENGINEERING CATALOG DIRECTORY has become a most 
important factor in connection with the filing and handling of catalog material on 
plumbing and heating supplies. 


It affords the manufacturer an easy and sure method of placing and keeping 
his latest catalog matter constantly before the jobbers and other quantity buyers 
throughout the country. 


Every page in the Catalog Section is revised or verified each year so the buyer 
who uses the latest edition knows that his catalog data is up to the minute. 


The 1926 edition contains the latest condensed catalogs of 450 manufacturers. 
This arrangement of having all the catalogs bound under one cover and completely 
indexed for the buyer’s desk is such a great convenience that the Directory is 
being used more and more as a handy catalog file. It saves the time formerly 
required to look up individual catalogs or to write for them when they are missing 
from the files. Jt also does away with the uncertainty as to whether they are 
up to date. 


In the back of the book is an 84-page index which helps the buyer to locate 
instantly by trade name or name of the manufacturer, any of the 2000 items 
classified in the Directory Section. 


Domestic Engineering Catalog Directory is the direct point of contact between 
the buyer and seller of plumbing and heating supplies—the Modern Catalog File. 


Standard Catalog Size Bound in Fabrikoid 
734°x1054’ (imitation leather) 
Published by Price $5.00 


Domestic Engineering Co. 


1900 Prairie Avenue : 33 Chicago, Illinois 




















DOMESTIC |] 


PHILADELPHIA 


The business outlook for Philadelphia and the adjacent 
each for the 
past month or more. bridge spanning 
the Delaware River Philadelphia 
which is scheduled to be opened on July 4, has proved a 
boon to building developments in New 
especially true of the triangular sector from Camden to 
Point Pleasant and down the beyond Atlantic City 
through which new roads are being built 
with the bridge. Brigantine island 
by bridge with Atlantic City, is being rapidly developed 
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territory has brightened perceptibly week 
The $37,000,000 
Camden, 


between and 


Jersey This is 
coast 
in conjunction 
Beach, an connected 
into a city. Up to 1923 only a few fishermen lived on this 
eight-mile stretch of sandy, barren land and to date there 
are nearly 200 homes, a city hall, a school, two churches 
golf links, and a $500,000 hotel under construction 

Money for home building throughout this section of New 
Jersey is plentiful. 
are reported to exceed $1,000,000 daily. 

Nearly all representatives of manufacturers with offices 


Bank clearings in Atlantic City alone 


in Philadelphia report a slight, steady increase in business 


It is on this fact that a generally optimistic feeling is 


based. Permits for construction of buildings are being 
taken out in increasing numbers. 
Jobbers are buying cautiously and their resale prices 


tend to show a little more firmness. Manufacturers’ prices 
are firmer in almost every commodity. 
Soil Pipe 
The forward buying done by many jobbers around Phil- 
adelphia earlier in the year, coupled with the late Spring, 
curtailed 
are using quite a little soil pipe, thereby creating a fair 


has new business. Master plumbers, however, 


demand. Prices are firm. Some manufacturers are mak- 
ing prompt deliveries, while others require from ten days 
to two weeks to fill orders. 
Steel Pipe 
Wholesalers, as a rule, are buying steel pipe as needed 
Their sales are reflected in 
who report that consumption has increased weekly for the 


their orders to manufacturers 


past 30 days. Deliveries are made promptly. Prices are 


firm and unchanged. 
Wrought 
Demand is reported by makers of wrought iron pipe to 


Iron Pipe 


be fairly good, with a tonnage shipment last week slightly 
than that of the week. Wholesalers’ 
are in fair shape and well maintained 


greater 
stocks 
Prices 


previous 


are being 


are firm and have not changed. Deliveries are 


good. 
Enameled Ware 
Enameled ware is on a steady basis, and a good quantity 


is being disposed of each week. Master plumbers have 


begun to call for deliveries for installation. Delivery serv- 


ice is prompt on Prices remain firm and 


changed. 


staples. un- 
Pottery 

Prices are unchanged and firm with a few exceptions. 
Demand is reported by some makers as being very good, 
while others report their sales as only good. Some whole 
salers have fair stocks while those of others are limited 
Deliveries are made satisfactorily. 

Plumbers’ Brass Goods 

Cast brass makers report quite a bit of new business, 
with a considerable amount of old business on their books 
Tubular reports that 
buying is light, and releases are good. Jobbers’ stocks are 
not heavy as a rule. 
cast and tubular goods are prompt. 


makers’ agree generally forward 


Prices are firm and deliveries on both 
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Range Boilers 





Demand for range boilers from the trade is spotty 
Jobbers’ stocks are fairly heavy ind buying is done only 
as needed Makers hav ample stocks and ar making 
prompt deliverie Prices have not changed 

Boilers and Radiators 

Busine for the first part of June shows a slight in 
crease over that done during the latter part of May toth 
manufacturers and jobbers are capable of making prompt 
deliveries due to adequate stocks Prices are firm and 


have not changed 
aH, y RT ' ) 

Business still continues to lag, and while there i ome 
activity, it not as brisk as usual at this season Both 
obber and contractor appear to have adopted the practice 
of buying for actual needs rather than for a carry in stock 
as practically all orders are for specified material for work 
in hand. There ome stock material being sold, but buy 
ing is light and little advance purchasing is the rule 


There appears to be a general feeling of confidence in busi 


ness conditions, however, and with the large amount of 


work ready to be placed on the market, there seems to be 


no reason why the present year should not compare favor 


ably with that of the past when the actual volume of busi 


ness activity becomé apparent Jobbers are carrying 
tocks at levels that are necessary to take care only of im 
mediate need and are depending on the manufacturer 
to carry their stock for them. Jobbers’ orders are practi 
cally confined to releases against orders on file but these 
aggregate a good tonnage because of the many orders re 
leased Prices are steady and firm 
Soil Pipe 
There is no change in price Jobbers are holding stock 
at good, but not heavy, working levels through frequent 
factory releases and are making prompt delivery against 
all orders placed with them The needs of the trade are 
absorbing a larger volume than for several months and 
several large specified orders have recently been placed 
for work about to start The foundries are keeping 


abreast of demand and conditions in this commodity both 


and delivery are satisfactory 


Steel Pipe 


as to price 


Prices are still steady and firm There is a growing 
demand for this commodity and jobber tocks, while not 
heavy, are being held at levels that assure quick shipment 
when wanted. Buying by jobbers is still confined to fill-in 
lots to keep stocks safe, but neverthele accounts for a 
good tonnage. Mills report a good tonnage as yet unfilled 


Wrought Iron Pipe 


A better movement of this commodity i apparent at 
present New construction has brought about rood 
although not heavy activity Jobbers’ stocks are ample 
for all needs and mill replacements are coming through 


steadily in small assorted lots. Prices are steady and firm 


Mills report a good volume moving through their works 


Enameled Ware 


Jobbers are continuing the policy of buying only enough 


material to keep stocks abreast of demand, yet the volume 


moved out of manufacturers’ stocks runs into good figure 


Plumbers are ordering more for specified jobs than for 


stock, and are finding no difficulty in getting prompt serv 
ice Prices remain steady and unchanged Manufactur 
ers are taking in little new busine but releases against 


old orders keep them active. 
Pottery 
Jobbers are moving a fair 


No price change is reported 


volume, and are replacing this material with factory ship- 
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ent Buying shows a better tone both as to quality and 
juantity, and while individual sales are not large, the ag- 


gregate runs into good figures Potteries appear to be 


well supplied with staples and are shipping promptly as re- 


quired. There is a good sale of special ware to be released 


n the near future 
Range Boilers 
Prices appear to have steadied at recent levels. De 
mand on the jobbers fair but not heavy, and is being 


Jobbers are 
not heavy stocks, and are re- 


taken care 


of promptly out of stock in hand. 


carrying well-assorted but 


leasing materials needed as occasion arises. Manufactur- 
ers are able to ship promptly, indicating well balanced 
tocks at source 


Plumbers’ Brass Goods 


Prices are still firm. Little is heard of price cutting in 
this commodity which was the most active in price slash- 
Manufacturers appear to be able to 
hold to quotations and are said to be turning down orders 
at offers less than quoted prices. 


ing a short time ago 
Jobbers’ stocks are, as a 
tubular goods and 
There 
manufacturers as 


rule, well assorted both in and cast 


while not heavy are apparently ample for all needs. 
good movement 


is a taking place and 


well as jobbers appear to be satisfied with the volume mov- 
ing 

Boilers and Radiators 
Present demand is holding up well for the season and 
good movement is 


taking place. Both jobbers and man- 
stocks that are ample for all 
known needs and conditions are said to be satisfactory 


both as to 


ufacturers are carrying 


volume and price levels. A good business is be- 


ing steadily booked for future delivery and conditions are 


ery satisfactory. There has been no change in prices. 


PACIFIC COAST 

w 
fairly active with very little if 
Conditions vary in the different 
The amount of business being offered in 


The 


any outstanding features. 


market continues 
jobbing centers. 
some centers is below expectations, but taking into consid- 
eration labor troubles, an expected falling off in specula- 
tive building operations, and the number of distributors 
in this line, individual business is really better than was to 
be expected Prices to the trade are fairly well stabilized 
and the market is strong. 


Soil Pipe 


The demand for this commodity continues to be for 
mall lots for immediate requirements only, with very 
little change in conditions expected in the near future 


Prices to the trade remain unchanged. 
Steel Pipe 

There continues a fair movement of steel pipe tonnage 
in about the same volume as for the last few weeks. Dis- 
tributors as a rule have ample stocks, and no difficulty is 
experienced in obtaining prompt shipment on mill orders. 

Enameled Ware 

There is a steady sale of this commodity, and while the 
individual sales by jobbers are not large, the total volume 
of ware sold, including that reaching the trade outside of 
the regular channels, is well up to last year. Jobbers are 
continuing their policy of turning stocks often and depend- 
ing on factories to carry the bulk of merchandise. Prices 
remain unchanged. 

Pottery 

Sales of this commodity continue at a moderate rate 
with very little if any indication of change in the near fu- 
ture. Stocks in jobbers’ hands are ample to take care of 
present requirements and prompt delivery can be obtained 
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on all regular patterns of ware from the potteries. Prices 
to the trade, while varying in the different jobbing centers 
are as a rule holding firm. 
Plumbers’ Brass Goods 

The amount of business being done in this commodity, 
considering the number of distributors and manufacturers 
offering their merchandise to the trade, is holding up very 
well. Prices, while varying in different jobbing centers, 
remain unchanged in face of various advances made by 
some manufacturers. 

Range Boilers 

There is little buying being done, and there does not ap 
pear to be any reason to expect a change in conditions in 
the near future. Combination boilers and automatic heat 
er sales are showing increases, and are gradually replacing 
the range boiler, in California especially. 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago. 








Par 1926 
Value High Low Quotations of June 7 Bid Asked Last 
- aes 
25 12034 106% American Radiator Co., com A 10744 ¥ 108 108 
100 129 12614 American Radiator Co., pfd A 125 , 1264 
50 51 4114 Anaconda Copper Mining Co A 46 46% 46% 
NP 30% 24% Brunswick-Balke-Collender Co A 2% 26 2534 
NP 38 28 =A. M. Byers Co., com F&A 32% 33% 334 
100 100 78 A.M. Byers Co., pid F&A 9 100 916 
100 115 105 Century Electric Co., com G 108 113 112 
100 110 105 Century Electric Co., pfd. G 107 111 110 
50 43% 36 Chicago Nipple Mfg. Co., “A” B 43 44 4314 
50 27 25%{ Chicago Nipple Mfg. Co., “B” B 26% 27 2634 
2 60 505% Crane Company, com C & 56 55 
100 117% 113% Crane Company, pfd C 114 116 11444 
100 «80 73 Detroit Brass & Malleable Works D 86 80 
20 «33 2644 Eagle-Picher Lead Co.. I 264% 27 27 
NP 51 46 Fairbanks, Morse & Co., com A 49 4944 49 
100 115 110 Fairbanks, Morse & Co., pfd A 112 Sees. Ss 
NP 159 130 Johns-Manville, Inc..... B 140 142 140 
100-80 72 Jones & Laughlin, com. F 70 80 77 
100 120 114 Jones & Laughlin, pfd.... F 116 117% 116 
10 17 14 Michigan Copper & Brass Co D 14 16 15\4 


National Lead Co., com A 152 153 153 
National Lead Co., pfd... A 118 121 120 


100 ~79 7 Ohio Brass Co., B ; ‘ H 7 77 765% 
NP 103 96 Ohio Brass Co., pfd : H 100% 102 101 
100 105 100 Penberthy Injector Co., pfd D 100 105 100 
2 26 22 ~=—~Pierce, B. & P. Mfg. Corp., com U & 264% «254 
100 10244 98 Pierce, B. & P. Mfg. Corp., pfd U 100 102 100% 
NP 23 15 Richmond Radiator Co., com B 154% = 16 16 
NP 4154 36 Richmond Radiator Co., pfd B 38% 39% 39 
100 240 224 Scovill Mfg. Co U 225 230 227 
26 118 101 Standard San. Mfg. Co., com F 100 105 101 
100 118 115 Standard San. Mfg. Co., pfd F 115 ‘ . 11% 
100 «56 45 Trenton Potteries Co., com U 45 50 46 
100 105 98 Trenton Potteries Co., pfd U 100 10234 100 
100 210 15844 U. 8. Cast Iron P. & F. Co., com A 172 1724 172 
100 106% 101 U.S. Cast Iron P. & F. Co., pfd A 104 106 105 
NP 42% 37 _ U.S. Radiator Corp., com D 37 39 84 
100 10634 101 U.S. Radiator Corp., pfd D 100 102 102 
100 8844 52% U.S. Rubber Co., com A 54% 55 5434 
100 109 10144 U. 8. Rubber Co., pfd A 104 106 104 
100 127% 117 U.S. Steel Corp., com A 127% 127% 127% 
100 127% 125 U.S. Steel Corp., pfd A 127 128 1274 
NP 23 13. Walworth Company E 13% 144 144 
NP 23% 14% Williams Oi!l-O-Matic Htg. Corp .C 17% 18 1734 
NP 10% 744 Wolff Mfg. Corp Cc 8 5l4 814 
NP 89% 6044 Youngstown Sheet & Tube Co A % 754, «75% 


*Where listed 


A—New York Stock Exchange F—Pittsburgh Stock Exchange 


B—New York Curb Exchange G—St. Louis Stock Exchange 
C—Chicago Stock Exchange H—Cleveland Stock Exchange 
D—Detroit Stock Exchange I—Cincinnati Stock Exchange 


E—Boston Stock Exchange U—Unlisted Stocks 





The Metal Market is on Page 52 





The Franklin Oil Burner Company has established a 
place of business at 33 Tenth street, Providence, R. I., to 
deal in oil burning systems. The concern is headed by 
Carlton C. W. Peck. 
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Radiator Valves 


The uniformly reliable service of Kennedy Radiator Valves 
insures you against valve troubles of any nature. These valves 
come in every desirable type—straightway, angle, and offset 
corner, with or without unions, right or left hand, and with wheel 
or lock shield and key on operating stem. 


The Kennedy products for domestic heating and sanitary lines 
cost no more than ordinary equipment, cause no trouble after 
being installed, stand more rough use, and last far longer. By 
using Kennedy Valves, you provide yourself and your clients the 
protection which the Kennedy name and the Kennedy guarantee 
insure to valve users. 


The special features and advantages of Kennedy Valves are 
described in the Kennedy Catalog, listing over 4600 different types 
and sizes. Send for a copy. 





THE KENNEDY VALVE 


SALES OFFICES: 





PHILADELPHIA 
CLEVELAND MEMBERS 
KANSAS CITY, MO. THE HATIONAL 
SALT LAKE CITY BUREAU 
EL PASO PLUMBING AND HEATING INDUSTRY. 
wean cet 


PERPHT We 


LOS ANGELES 
SEATTLE 








Mpc. Co., E_mirA, N.Y. 


BRANCH OFFICES AND 
WAREHOUSES 
NEW YORK: 128-132 White St. 
BOSTON: 47 India St. 


CHICAGO: 


228 N. Jefferson St 


SAN FRANCISCO: 
448-450 Tenth St. 


Some Other 
Kennedy Products 





Fig. 27 
Standard Bronze Gate Valves 
Built with screwed or flanged 
ends in sizes from 4-inch to 
6-inch This type of valve built 
for medium and high pressures 





Fig. 150 
Standard Globe and Angle 
Valves 
Built strongly in all parts and 
with an unusually large passage 
way for steam or fluids. Always 
seats tightly and can be repacked 
under pressure 





Fig. 55 
Kennedy-Pennie Back-water 
and Sewer-gas Valve 


For sealing the water pipe in 
residences, public buildings, fac 
tories, etc. Fully bronze-mounted 
and has counterbalanced disc 


Malleable Iron and Brass 
Fittings 
Characterized by clean, sharp 
even threads, sturdy construction 
without unnecessary metal, pleas 
ing proportions and smooth finish 
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MYERS SELF-OILING 
HOME WATER SYSTEM 
FOR SHALLOW 
WELLS OR 
5 CISTERNS 
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MYERS 


WATER SYSTEMS 
‘The Complete Self-Oiling Line for 
Every Service. 


The home builder today, regardless of where he lives or 
the style of home he contemplates building, thinks in modern 
terms. Labor saving conveniences are now a part of his 
plans, and running water invariably comes first. 

Is your water system business keeping pace with this 
rapidly growing demand—a demand that offers splendid 
opportunities for profits, and one that you or some one else 
in your territory must meet with suitable equipment? 

Undeniably, Myers Water Systems—a style and size for 
every service stand pre-eminent in their domain. De- 
signed, developed and improved to provide economical, and 
more important still, dependable and long lasting water 
facilities for all kinds of requirements, they permit a wide 
range for sales activities in this particular field. 

Small capacity hand and power outfits for ordinary homes, 
cottages, bungalows and similar installations where water 
needs are not so pronounced—-equally successful styles with 
greater volume for homes, farms, country estates, summer 
resorts, golf courses, creameries, dairies, public and private 
buildings where the daily consumption of water is large. 
Whatever the demand—there is a Myers Water System for 
the purpose. 

Many new dealers are being added to our agency lists 
daily-- have you written us for literature and prices? Your 
inquiry will receive prompt attention. We will quote direct 
or have one of our representatives see you. 


ake Off your Hat» Pid 
avons 











THE FE. M YERS & BRO.£. 


ASHLAND, OHIO. 


Manufacturers for over Fifty Years of MYERS HONOR-BILT PUMPS for Every Purpose, 
WATER SYSTEMS- HAY and GRAIN UNLOADING TOOLS - BARN,FACTORY and 
ARAGE DOOR HANGERS- STORE LADDERS, Etc. 








MYERS SELF-OILING DIRECT WATER 
SYSTEM FOR SHALLOW WELLS OR CISTERNS 























MYERS 
JUNIOR 
SELF-OILING F 
DIRECT WATER 
SYSTEM FOR 
SHALLOW WELLS 
OR CISTERNS 
















Mention Domestic ENGINEERING when writing advertisers. 
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A.S.H.V.E. Busy on Research 
Work and Ventilation 


last week’s issue of Domestic Engineering, lack of 


N 
] space prevented publishing all of the important pa- | 


pers and discussions presented at the 32nd semi-annual 
meeting of the American Society of Heating and Venti- 
lating Engineers, held in Lexington, Ky., May and 
28. Jesides the good time enjoyed by all who attended 
this meeting, 
esting and instructive. 
which appeared in the June 


ge " 
26, 27 


5 issue. 


OSKETT BROWN, Nashville, Tennessee, presented 
pe first paper on the subject of ‘‘Humid Air as a Heat- 
ing Medium.” In this paper, Mr. Brown brought out that 
heating engineers have experimented for years with a view 
to the development of a system of heating that combined 
the quick action and flexibility of steam with the mildness 
and this being 
of certain disadvantages found in these methods of heat- 


economy of hot water, desirable because 





\ 





H. G. Thomas, of Warren Webster & Co., Chicago, secretary 
of the Illinois Chapter; A. B. Martin, Kewanee Boiler Co., 
Chicago, president of the Ilinois Chapter of A. 8. H. & V. E.; 
Cc. E. ; J. A. Cutler, 
Johnson Service Co., Chicago, member of the council of A. 8. 
H. & V. E.; EE. P. Heckel, 


Bronson, Kewanee Boiler Co., Kewanee, Il, 





Carrier Engineering Corporation, 
Chicago 


ing. It has been their desire to accomplish this with the 
standard forms of radiators and heating equipment and 
with inexpensive and simple apparatus that would present 
even to the inexperienced. 

of this development economy. 
ofa comfortable 


no operating difficulties, 

The primary object 
The secondary is the 
heat. A system which will permit operation at any per- 
centage of its capacity would mean fuel conservation and 
economy. And the system, if it would mean the 
comfortable heating of the room with small temperature 
floor and ceiling and a comfortable 
knee height temperature, would combine a principle no 
important than economy of operation. Mr. Brown 
said that this would call for a definite control of radiator 
range of possible temperatures 


is 


attainment more 


same 
differential between 
less 


temperature, and a wide 
attainable in the radiator. 
He then described a device which permits a new method 
heating with humid air as a heating medium, which 
consists of the mechanical mixing of air and steam in the 
radiator so as to form a humid mixture. The heating 
medium is the steam or vapor carried by the air, and the 
device causes continuous circulation of the humid mixture 
within the radiator and the maintenance of the desired 
temperature or variation of the temperature by the meter- 
ing of the steam admitted. The device, he described, is of 


of 


the following papers read were highly inter- 
These are in addition to the report | 


NEERNDEEKNIDEEA NES 
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service, 
hinged lid, as illustrated. 
or galvanized. 
cesspools 


SANITARY CO. 
OF AMERICA, 








If You Want a Cesspool 
that you can rely on for strength and satisfactory 
try one of our Bell Trap Cesspools with 
Made in 7 sizes in plain 
This is just one of our large line of 
of all kinds and types. 
showing complete line of Cast Iron Specialties. 





Write for catalog 





Linfield, ay 
Pa. < 
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Available 


in ready-cut gaskets 


All brands of Jenkins Pack- 
ings are supplied in ready- 
cut gaskets when you have 
occasion to use a number of 
the same size. You save 
money and time by having 
them ready-cut. 


The gaskets are cut by ma- 
chine to any size or shape 
desired. 


Jenkins Packings which are 
available in sheet or gasket 
form include Jenarco, 
Jenkins ’96, Compressed 
Asbestos Jointing and 
Oiltite. 


JENKINS BROS. 


80 White Street. ... New York, N. Y. 
524 Atlantic Avenue...Boston, Mass. 
133 No. Seventh St., Philadelphia, Pa. 
646 Washington Blvd....Chicago, III. 
JENKINS BROS., LIMITED 
Montreal, Canada 





London, England 








Jenarco Sheet Packing 


Jenkins Ready-cut Gaskets 


acking 
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AIR LINE VALVES 


For use on radiators of air line systems. 
They silently and positively expel air and 
condensation, but completely close against 
steam escape. They contain as thermostat 
the well-known Sylphon Bellows, which 
has an extra large movement. Are rug- 
gedly constructed. All parts are cast brass. 


Write for Bulletin KAV. 
THE FULTON COMPANY, Knoxville, Tenn. 
Originators and Patentees of the Sylphon Bellows 
Sales Offices in the Principal Cities of the U. S. 





No. 410 
en Vie 


Cut OF 











Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 


reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


v MSDONNELL & MILLER 
WRIGLEY BUILDING, CHICAGO 


Eastern Warehouse Stock, Bush Terminal, N. Y. 


tS 


We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 


1) 



















'G E E' 


FITTINGS 


SQUARE 


lron = Malleablelron 











THE GRABLER MANUFACTURING CO. 
CLEVELANDO, O. 


YICHMOND 


PRODUCT ..... 
TRAP SCREW FERRULES 


Sixteen years experience in the manufac- 
ture of plumbing specialties has given us 
& thorough knowledge of the requirements 
of the trade 








Our trap screw ferrules are accurately 
machined, clean cut and nicely finished 
the line is complete in range and design 


RICHMOND 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 


A DEPENDABLE ‘SOURCE: OF SUPPLY 
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the standard design and dimensions of the conventional 
radiator admission valve, operating in exactly the same 
manner, differing only in the metering effect obtained. It 
said, the definite control of the tem- 
perature input to the radiator to meet the requirements 
of the weather for temperature output of the radiator. 

Cc. F. Eveleth, N. J., in a discussion of Mr. 
Brown's paper, told of a valve commercial use 
which he said will accomplish the same purpose as that of 
Mr. Brown's, in a somewhat different manner. Pointing 
out that when complete output of a radiator is wanted it 
is necessary to get rid of all the air in it and have it 
completely filled with steam, he asked Mr. Brown how, 
with his valve, he got rid of the air in the radiator. He 
asked, also, how it could be used with a vacuum systen 
Similar questions had been sent by Professor Willard to 
Mr. Brown. ‘The latter explained that his valve would 
open completely, just as any other valve, and that th: 
air is forced out by the steam just as it is with other 
valves. As the valve is opened more and more, mor: 
steam is admitted and more air is forced out. When this 
action is reversed, and the valve is closed, less steam is 
admitted. This causes a drop in temperature, which con 
denses the steam, leaving room for more air. He said that 
there is always air in a heating system and this is brought 
into the radiator through the return line of the system 
and through the ordinary trap on the radiator. 

Mr. Brown said his device would operate on any me- 
chanical vacuum system. The amount of air in the radia- 
tor is controlled by the operating pressure in the radiator 

R. V. Frost, Philadelphia, had been sent one of these 
valves by Mr. Brown for test and comparisons with other 
methods of heating and he showed several charts. 


+ 


Camden, 


now in 


HEATING AND VENTILATING IN CANADA 
R. L. M. ARKLEY, professor of mechanical engineer- 
D ing at Queen’s University, Kingston, Ontario, pre- 
faced the reading of his paper on ‘“‘Development of the 
Art of Heating and Ventilating in Canada’”’ with an inter- 
esting description of his native country and an invitation 
to visit it. 
In his paper, he divided the subjects of heating and ven- 


| tilating into two sections, first the heating and ventilation 


of comparatively small dwelling houses and the same ap- 
plied to large public buildings, factories and shops. He 


referred clear back to 1627, where, in the Proceedings of 


} the Royal Society of Canada, it was stated that Champlain 
| built chimneys in his combined dwelling house and fort 





for ventilation purposes. These chimneys were not con- 
nected to the fire places, but served to remove some of 
the smoke and soot from the rooms. With that historical 
reference as a starting point, Dr. Arkley related the prog- 
ress of heating and ventilating in Canada through the time 
when it was done by open fires, without ventilating flues, 
right through to the method of low pressure steam, includ- 
ing between the two extremes heating by open fires with 
ventilating flues, heating by open fire places with chimney 
attached, heating by box stoves, heating by box stove 
bricked in to form a kind of hot air furnace, heating by 
the standard type of hot air furnace, and heating by hot 
water systems. He described the heating and ventilating 
systems in many Canadian buildings, including the n: 
Parliament buildings in Ottawa and the Queen’s Univer- 
sity buildings. As Dr. Arkley said, his purpose in this 
paper was to fix a few of the milestones in the art of 
heating and ventilating in Canada. 

It was interesting to the American engineers to he 
about heating and ventilating in Canada in such a com- 
prehensive survey, and Dr. Arkley made it most enterta 
ing, as well, by his side remarks. 


yr 
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ional Type “‘B” Drive includes cast 
Bs. iron sub-base, pump gear and 
Same rawhide motor pinion. Motor 
It not included. 
tem- AUTOMATICALLY 
lents 
a OILED RIGHT! 
Mr 
1 a 
it of 
tin g 
d it 
e it Type “CH” Drive includes one piece 
channel iron sub-base, belt, idler and 
10 single tight pulley Motor not in 
He cluded. 
en 
| to 
uld 
th 
her 
or 
his 
s The Deming “Oil-Rite’’ Shallow Well Pow:r Pump with tight and loose pulley 
la 


Type “‘CI”’ Drive includes single tight 
cht pulley and idler for engine or motor 
drive. Motor and belt not included. 


‘““~PUMPABILITY’”’ 


Assured by Deming ‘‘Oil-Rite’’ Pumps 
































l¢ 
ia- 
e UMPABILITY”’ is the ability of a pump to deliver 
7 constant and efficient service over a long period of 
‘il time with a minimum of attention and at an economical 
cost. When a pump does that it returns every dollar of its 
cost and more in service rendered. 
“oO; re 
" Type {cHD” biwalinthame: crs Note These ‘‘Oil-Rite’’ Features 
piece channel iron sub-base with silent ic i i assures pos re ¢ ‘O uous oili of all 
" chain and sprockets for pump and 1 Automatic lubrication assures positive and continuous oiling of all 
a motor, Motor not included. working parts. 
2 Economy of oil consumption. The pumps require a change of oil 
only once every four or five months. 
. 3 Durability and smoothness of operation assured by automati 
lubrication. 
- 4 Fewest possible working parts with enclosed type of crank case thet 
1 by securing maximum safety of operation and utmost accessibilit 
‘ 5 Adaptability: Deming “Oil-Rite’ Power Pumps (Figure 809) are 
adaptable to practically all water pumping requirements where the 
vertical suction lift does not exceed 25 feet and the total head do 
; not exceed 75 pounds. For greater suction lifts Deming ‘‘Oil 
Rite’ Deep Well Pumps (figure 1062) are built in a wide range of 
sizes and capacities. 
Type ‘‘D’’ Drive includes cast iron 6 Pump Sizes: Figure 809 is built in five sizes—2! "x2 
sub-base under pump and motor with 4"x4". 5"x5". 6"x6" 
silent chain and sprockets for pump ee : 
and motor. Motor not included. 7 Capacities: The above sizes afford a capacity range from t ) 
gallons per minute. 
+ Types of Drive: The various types of drive are illustrated on tl 


page. 









For complete information perlaining lo Deming “Oil-Rite” and numerous other types of Den 
Pumps and Water Systems you require a copy of “Calalog G’. Send for wour copy today 






THE DEMING CO. ss EsrT. 1880 Salem, Ohio 


Deming Distributors are located everywhere. Stocked for immediat« 
deliveries and ready to cooperate with you when you need them 












Type “C” Drive includes cast iron 
sub-base under pump and motor with 
belt and idler. Motor not included. 
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Come and see the Classic = 


and all the rest of the family 
at the Louisville Convention 


Everybody in the plumbing business knows and likes our 
Classic Sink Fixture. It has been a wonderful seller and 
made a lot of money for everybody. 


But why stay in the kitchen with the Classic when the 
rest of the house wants the kind of service that Chicago 
Faucets give wherever you install them? 


The fixtures illustrated here are big favorites wherever 
shown. The same quality in materials, workmanship and 
design that distinguish the Classic are found in these 
laundry, lavatory and bath fixtures illustrated here. 


The standardized renewable working unit that makes 
it easy to repair leaks and keeps Chicago Faucets ever- 
lastingly on the job is an exclusive feature, especially 
welcome in concealed and through-the-wall fixtures where 
repairs and replacements are unusually troublesome and 
costly. 


If you’ve liked the Classic, you'll like these fixtures 
equally as well. Write for full information and prices. 


THE CHICAGO 
FAUCET CO. 


2700-22 N. Crawford Ave. 


CHICAGO - ILLINOIS 


CHICAGO 
FAUCETS 


Standardized, renewable 
working unit. Contains 
all wearing parts — seat 
separate from main body 
casting. Easy to repair, 
and a lifetime of wear. 














IF 








June 12, 1926 


INSULATING A HOME 

“HE extent to which insulating a home will add to 
T comfort and save fuel was brought out in a paper 
called, ‘“‘An Experiment in Insulating a Home,” by H. S. 
Ashenhurst and S. R. Lewis of Chicago. The home of 
Mr. Ashenhurst in Chicago was used for the experiment. 
The first floor has insulex between the nailing strips. The 
spaces between the rafters above the second story are filled 
in the same manner. All spaces between the outside wall 
studs are filled with the same material. 

The house has a plaster board interior with a wood 
sheathing and wood shingle exterior. The insulating ma- 
terial was poured into the wall spaces while in a fluid 
state, filling the spaces solidly before setting. There is | 
about 35% in. of insulation in the walls and roof and | 
2 in. in the first floor. Storm sash was installed in Decem- 
ber. No weather stripping was used and no attempt made 
to make windows tight. 

Two independent organizations computed the amount of 
radiation required for gravity circulation hot water heat- | 
ing ignoring the insulation in the house. They agreed 
within 8 sq. ft. The total computed for an uninsulated 








Homer R. Linn, of the American Radiator Co., Chicago, Miss 
Linn, his daughter, and J. C. Matchett, of the Illinois Engi- 
neering Co., Chicago 


house was 711 sq. ft. However, the total installed for 
the insulated house was only 321% sq. ft. A gas fired | 
boiler, rated at 425 sq. ft., was installed. 

The cost of gas, up to April 1, 1926, amounted to 
$165.00. Most plants in Chicago burned more fuel than 
normally. This $163.00 was $181.00 less than the gas 


company estimated for an ordinarily constructed house. 
The figures presented in this paper show that the saving 
resulting from insulating the house was approximately 
$527.00, made up of $347.00 saved in the original instal- 
lation and $180.00 in fuel. 

This paper was presented as a plea for conservation of 
natural resources. The authors brought out that fuel is 
inevitably to increase in cost and that it is high time that 
the insulation of buildings received more attention from 
owners and others in the construction field. 

A comprehensive article, giving the complete story of 
this experiment in insulating Mr. Ashenhurst’s home, was 
published in the April 3 issue of ‘‘Domestic Engineering.” 

In the discussion of this paper, some doubt was ex- 
pressed by F. D. Mensing about the accuracy of the com- 
puted radiation of 711 sq. ft. for the house if not insulated. 
However, S. R. Lewis and Homer R. Linn both pleaded 
guilty to the figures and the layout. Such a discussion 
brought out several remarks about the lack of definite 
standards for figuring radiation accurately. 

Much interest, also, was evidenced in the results of gas 
M. C. Tomlinson added some of his own observa- 





heating. 









DOMESTIC ENGINEERING 75 


“CHICAGO”’ 


No. 2 


Power Pipe Thread- 
ing Machine 
"For, 
Production and Precisi 

Threading 


PORTABLE 
Capacity 4" to 2° Pi 


44” to 134” Bolt 


FEATURING: 
Quick Die Chan: 
Automatic Die Head 
Three Speeds. 
Perfected Oil Control. 


Send for Catalog. 


CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 








avVn=~ 

















STRINGER ROUGHING!IN SYSTEMS 
Save the Plumber TIME and MONEY— | 


They come ready to install with no waste of material. Try 
them on your next job and be convinced of their merits 


Manufacturers of complete roughing-in systems for either 
CAST IRON or SCREWED PIPE installations. We have 
fittings for any operation—from the smallest bungalow to 
the tallest building 

Write for catalog of Modern and Economical Plumbing Rough 
ing-In systems. 


STRINGER BROS. CO., Inc. 
1100 West 38th St. - 


Factories: Gadsden, Alabama 
Warehouses: Chicago, Illinois, Gadsden, Alabama 


Chicago, Illinois 




























Armstrong Bros. 


PIPE VISES 


IMPROVED 
DESIGN 





GRIP TIGHT—STAY RIGHT 
Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U. S. A. 














TRADE MARK 


Automatic Gas Water Heater 


If you want some real evidence 
about Humphrey Heaters, go to 
the people in your town who own 
them. What they tell you will 
help you to sell others. 


Humphrey Company 
(Dio. Ruud Mfg. Co.) 


Kalamazoo - Michigan 





Type soa 























DOMESTI( 














Haas 
cauibeneumeisqndariow artis 
Water Closets for every type or class of 
Write for oo 
s 
ers) ue 
Bigg" Val 
New MODEL T T 
With 8-Day Clock----7 Jewels 
Remarkably Low Priced! 
INNEAPOLIS 
Heat REGULATOR Co. 


Flash Valves tor use mm combination with 
pressure water supply 
Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 
Thermostat 
Write for Catalog. 
2801 Fourth Ave., So., Minneapolis, Minn. 






Full 


Waterway 


Well 
Constructed 


A Splendid 


Fixture 


Ask 
Your 


Jobber 








KEROSENE HEATER 
WICK BURNER TYPE 


, convenient Hot- 
onstant hot 
nd night. 






An economical, 
stream Heater that furr 













s per g 
» trimmin Sells 4 


it’s right 






*w No. 25 Catalog show- 
line of popular priced 














THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
‘Makers of Heaters That Heat’’ 
NEW YORK OFFICE: 210 EAST 45TH STREET 







ENGINEERING 


June 12, (926 


tions about the comfort and economy of such heat Toa 
question of whether a difference in fuel consumption was 
noticed by Mr. Ashenhurst when he had the thermos:at 
cut down the fire at night for a lower temperature inst: ad 
of maintaining the same temperature day and night 
replied that in a two weeks’ test he only saved 75 cer 
SOCIETY IS WORKING HARD ON VENTILATION 
QUESTION 
T this stage of the program, President Driscoll ti 
A time to tell the members of what is being done 


| carry out the work planned at Buffalo at the annual m: 


ing. He told of the progress being made on the probl 
of 


ventilation 


versus uncontrolled or wind: 
most important 
society He said that the committe: 
the Rochester School Board, of 
Perry West is chairman, is working on a program of the 


ventilation 
the 


mechanical 


one of of wi 


the 
with 


pieces 
now before 
co-operate wh 
procedure which should be followed out in establishing t 
undoubted superiority of mechanical ventilation. 


In addition to this, a number of conferences have bs 


| held with the view of co-operating with other societi: 
interested in ventilation——particularly in school houses 
ventilation The society’s committee on Standards 


| port 


|} oratory; 


| zonducted at the laboratory. 


by 


headed 
ing these conferences 


W. H. Carrier, is the group hold 
The plan is that all interested 


Ventilation, 


cieties will have their own committees, such as this on: 
of the American Society of Heating and Ventilating Er 
gineers. The entire group will be known as the Gener 


Conference Committee. 

The of the entire 
will be known as the Central Conference Committee, thre: 
of whom will the A. S. H. V. E. President 


Driscoll said that it was hoped that Mr. Carrier would a 


active, executive committee gre 


come from 


as general chairman but he has not yet consented to 
so on account of his many other activities. 

The points on which all committees agree will be 
aside and those on which they differ will be worked 


and an effort made to iron out conflicting opinions 


Mr. Driscoll said, the plans under way look as if progré 
is assured in clearing up the present unsatisfactory 
dition in which the subject of ventilation exists. 


THE LABORATORY 


E called on F. C. Houghten, director of the Researc! 
Laboratory, who outlined the five studies now being 


These are the study of pip: 


sizes for steam heating; the study of leakage of air 
through walls, windows and other parts of buildings, a r 
on which was given by Miss Ingalls, of the lab- 


the study of the relative effect of temperaturs 


| humidity and air motion on a person’s feeling of warmt! 


the study of radiation design and the development of 
for testing radiators; and the study of los 
through building construction. Mr. Houghten discuss’ 
briefly each of these studies, describing the methods whic! 


code heat 


| the laboratory is following in making its investigatior 


| tions, asking M. C 


He did not read his papers on “Effective Temperaturé 
because they were published in the “Journal,’’ but he told 
of the practical value of such studies. Mr. Carrier stres 
the practicability, also, of these tests to determine effecti 
for persons working under various 
7 to describe how such 


con 
dat 
have been used to advantage in the Kearney plant of t 
Western Electric Co. The room temperature is very hig! 
there, but workers are of props 
humidity, and the determination of what is proper ! 
midity and temperature is obtained by such tests as 
the Research Laboratory. 


temperatures 
Tomlinson 


comfortable because 


now being conducted in 
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Adopted as Standard by Thousands 


HERE is nothing extraordinary about 

this “McR” Compression Bibb, yet the 

——— fact remains that it is enough better 

=, than the ordinary variety to make it 

=| the preference of several thousand 
master plumbers. 


Of course, its being made by one of the 
oldest brass manufacturers in the 
country, who know just how a faucet 
should be made to give the maximum 
service and who make it just that way, 
undoubtedly accounts in a large meas- 
ure for its popularity. 


If you have been ordering your 
brass g00ds without specifying 
the make, call for ‘‘McR’’ next 
time and note the difference. 
The chances are you’ll stand- 
ardize on ‘‘McR’’ too. 
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R. V. Frost, chairman of the Technical Advisory Com- 
mittee on radiation, made a brief report about the leader- 
ship which the society has taken in determining the rela- 
tionship of radiation design to heating. 

Ww. H. Carrier, chairman of the Committee on Tem- 
perature, Humidity and Air Motion, further stressed the 
value of tests on these subjects in his report. In the 
absence of J. A. Donnelly, chairman of the Committee on 
Pipe Sizes, C. F. Eveleth, Camden, N. J., a member of 
this committee, reported most satisfactory progress in 


the investigation of this subject. 


CARBON MONOXIDE RECORDER 
A paper on ‘‘Development and Characteristics of a Car- 


bon Monoxide Recorder’ was presented by S. H. Katz, 
D. A. Reynolds, H. W. Frevert and J. J. Bloomfield. The 
automobile, with its exhaust gases, has presented new 


problems. To protect the health and safety of the public 


passing through long vehicular tunnels necessitates main- 


taining continual ventilation to dilute the exhaust gases 





Ww. 


| 
Schildman, 


H. 
Morrow, 


Austin, Richmond, Va.; D. Chicago; 
Cincinnati, Cc. F. Pittsburgh, 


the National Radiator Co., Johnstown, Pa. 


Wm. 
all of 


Cuyler, 
and 


to a harmless degree and remove them from the tunnels. 

Four parts of carbon monoxide and ten thousand parts 
of air are the maximum concentration which a person may 
be continuously exposed to without noticeable effect; or 


if the concentration is increased from zero uniformly for 


’ 


one hour, the maximum tolerable concentration is six parts 
for ten thousand parts of air. The problem of determin- 
ing the adequacy of the ventilation in tunnels, therefore, 
had to be met by designing a recording apparatus. Thus, 
development of a suitable carbon monoxide recorder was 
undertaken by the Bureau of Mines. This paper described 
completely the development, the characteristics and the 
performance of the carbon monoxide recorder designed for 
this use. 

Mr. if he had this apparatus in 
garages, but he replied that the instrument is not yet in 


Katz was asked used 
commercial use but that he saw possibilities of using it in 
several ways in the future. To another question, he in- 
formed his audience that it is unnecessary to fear the car- 
bon monoxide generated the streets automobile 
traffic. Traffic policemen might be made uncomfortable 
occasionally, he said, but there is no danger to the public. 


I 


in Elbows’ 


in by 


WATER FRICTION IN ELBOWS 
E. Giesecke, of the Uni- 
versity of Texas, his paper on the “Friction of Water 
’ was read by R. V. Frost. 

This paper had its conclusions in the form of tables and 
formulae and it was stated that the investigation will be 
described in greater detail in a University of Texas bulletin 


N THE absence of Professor F. 
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most silent, sanitary and 
known for the flushing of water closets 
Economical to install, non-corrosive and effect a great 


saving of water Often used on replacements as they 
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=» As Curtin Noiseless Tank Fittings are ad 
| s nationally distributed, they can be easily . 

| obtained through a nearby Curtin jobber. * — | 
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is equipped with two spiral 
coils of pure copper which 
have been tested to 225 Ibs. 
pressure and are arranged 
to present the greatest 
heat-absorbing surface 
possible. The bottom of the 
coil is low enough to allow 
the heat to strike it direct- 
ly, yet high enough to en- 
sure perfect combustion. 
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to be issued later. Professor Giesecke has conducted sey- 
eral series of tests to determine the friction of water ip 
standard 90-degree elbows and, having learned tha! cer- 
tain large corporations prohibit the use of 90-degree el.- 
bows in the pipe lines of heating systems and require«, in- 
stead, two 45-degree elbows and one nipple, he decided 







Dh ys HW 
a Ki i 


~—— 
Saas 


GAZ 


\ 
I YN WZ EN to repeat his earlier tests on a larger scale and according 
; ty i ME pia \ SX | 
/| ie sidicds of TS | to a more accurate method. 
; Ns 


WY, 
/) Why waste time setting anchor bolts 4 
«accurately? Use E-Z.Hangersand put {))\) 





{| the anchor bolt in about the right NY | - pecgeapese — - nppretereqaguanel 
place. The E-Z adjustment wit 3 BAY HORNTON LEWIS of Philadelphia, presented a paper 
‘ oe Se colton. —_ \\\ | T called “Observing Warm Air in Circulation.” Mr, 
; HEALY-RUFF COMPANY \\\ G Lewis pointed out that many engineers have fallen into 
Ki) %70Hempden Ave. - St. Poul, Mina i \\\'| the habit of treating a building, to be heated to a given 
fe “EGR Rep co ene | A) temperature, as a container into which could be poured a 
‘eS ay (uy Lp ti yar st WD) HN \\\\ Yd) AK | given quantity of heat, or in which this given quantity 


| could be generated and that no matter where or how the 
heat was introduced, it would fill the container equally. 


| As a matter of fact, however, Mr. Lewis’ paper empha- 
RIER UNION ELBOW sized that when the heating of a building is mentioned, 


what is really meant is the heating of the air in that build- 














High Grade Brass ing. And the difficulty of maintaining an even tempera- 

} | ture at the floor of a building, in the working zone and 
We make | . 

f “So the upper areas, caused Mr. Lewis to make many observa- 
Elbows tions of warm air in circulation in the field of industrial 
from good plant heating, and he displayed many diagrams and pic- 
ae tures of the movement of warm air, which he studied by 
guarantee the use of smoke bombs. 
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Steel Boilers 
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prove that for durability they 
are unmatched. 
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| 
| S. H. Katz, U. S. Bureau of Mines, Pittsburgh; W. H. Clark, 
| Anchor Sanitary Co., Pittsburgh; Edwin C. Evans, Reed Air 


KEWANEE BoILER COMPANY | Filter a ae i Dugan, National 


Kewanee, Illinois 
Branches in Most Leading Cities His tests indicated that, by the use of unit heaters prop- 
erly designed and located, it is possible to save from 15 
to 30 per cent of the fuel required when compared with 
direct radiation, blower systems or unit heaters, as fre- 
quently improperly employed. He described his various 
atrous experiments to obtain proper circulation of warm air, il- 
a lustrating conditions of temperature variations between 
the floor and the upper areas of a building, and, having 
explained the effects of several types of installations, he 











Patent Plumbing Fixtures 





and Duojet Water Closets submitted the following conclusion to the Sociéty: 

. . ‘“‘Heati ‘ le the extent to 

ALINE representing the most advanced ideas in ‘He iting economy is dependent upon S oth 
sanitation. Economy of operation and ease of in- which the heaters are able to move the heat they deliver 
stallation. Duojet Closets—Flush Valves—Urinals— into the working zone, where it is useful, and allow as 
Drinking Fountains — Self-Closing Basin Cocks—Liq- little of it as possible to escape into the upper areas, 
aid Soup Ftatusen, oe. where it is wasted. Since floor mounted, high outlet veloc- 
sonacnasegypohatapapitiggiionieniy ity heaters accomplish this to the greatest degree possible 
THE IMPERIAL BRASS MFG. COMPANY without blasts in the working zone, they may be depended 
1231 West Harrison St. CHICAGO a 

New York Office, Reom 514, 51 E. 42nd Bt. upon to heat the average modern industrial building wi 
Pasifie Coost Representation, H. H. Chafice the least rise in temperature per foot in height from floor 


1234 8. Breadway, Lee Angeles. 741 Call Bidg., San Francisco 
sere RTT ~ to ceiling, with the greatest heating economy. High out- 
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BANISH coal-bins forever. 
S. T. Johnson Co. Oj] Burn- 
ers are heating hundreds of 
homes from Maine to Cali 
fornia, efficiently, safely, 
economically. 
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Oi) Burners, which are 
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Main Office and Factory: 
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OIL BURNERS 
Developed Through 20 Years of 
Successful Manufacturing 


HE improved S. T. Johnson Co. Rotary 
Oil Burner is backed by 20 years’ suc- 
cessful manufacturing experience. 





Made in five sizes for both heat and power 
—with or without oil pump. Engineers pro- 
nounce it “the most scientifically construc: 
ted oil burner on the market.” 


Listed as standard by Underwriters’ Lab- 
oratories. Safe, clean, quiet. 


And now Automatic Control 


HIS famous, proven burner is now avail- 
able with full automatic control. Positive 
regulation combined with absolute safety. 
Greatly broadens the sales field of Johnson 
dealers. Some attractive territory still open. 
Write or wire for information. Ask for new 


booklet. 


S. T. JOHNS ON CO. Distributors and Dealers 
ee Oe: BURNERS — apres ck Suse wi 
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let velocity allows the air to be moved long distances ; == 

horizontally in its own temperature strata, and this makes 

for fewer units of greater capacity, more widely spaced, 

with attendant simplification of piping layouts, fewer | 

branches and fittings, and lower combined first cost.” Gou S Autowater 
This subject of unit heaters was apparently of great in- 

terest to the engineers and much discussion ensued. Henry 

Baetz, St. Louis, had, also, prepared a paper on the history S 

of unit heaters, based on an experience of 30 years in the ystems 

business, which indicated that they are becoming more 

and more recognized by the engineering profession, al- 


Meet Your Customers’ Needs 


GASOLINE ENGINE DRIVEN ~-for 
homes without electricity. 


| DEEP WELL OUTFITS ~ for installa- 
| tions where the water must be 
taken from deep wells. 


DEFERRED PAYMENTS. _-for those 


though, at first, they seemed a radical departure from 
the principles, supposedly fundamental, embodied in the 
distributing duct system. He corroborated Mr. Lewis’ 
statement that a unit heater, mounted on the floor, is more 
satisfactory than one higher up. 

Another paper on the subject, by H. B. Addington, Ra- 
cine, Wis., was read by Homer R. Linn, which urged fur- 
ther research along the lines to which Mr. Lewis has con- 


tributed so much in his paper. 

Some differences of opinion were advanced in the gen- 
eral discussion. Mr. Carrier emphasized that Mr. Lewis’ 
paper should not be taken as a general treatise on the 


distribution of air—it dealt with distribution of warm air who prefer them. 

and that of cool air is different in many respects. He 

agreed with Mr. Lewis’ conclusion in regard to high out- Goulds New Catalog No. 14 
let velocity of the unit heater, but discussed many phe- ' shows you at a glance how 


nomena of air motion which might confound Mr. Lewis’ > \ to choose the proper type 
statement about floor mounted heaters. Mr. Carrier said \j and size of system. Tells 
you how to install them for 
fresh water service; to get 
hard and soft from the same 
outfit: in fact is a complete 
handbook on Domestic 


that there are many laws of air which are vet hazy and 
believed that they should eventually receive the attention 
of the laboratory. He pointed out that haphazard dis- 
tribution of air has comparatively little effect in mixing 
air properly to the distribution which results from a 





y systematie location and direction of heaters. Water Systems. 
> W. Rowe, Detroit, differed with Mr. Lewis’ statement 
that the purpose of heating is to heat the air in the build- i Write for your copy today 


ing——but said that it is to heat the occupants of the build- 
ing. He urged further extensive research in the unit 


i heater method of heating and in the whole theory of Goulds Autowater System 
; stratification of air. Outfit W 420 


Many engineers expressed the belief that the unit heater 





method of heating was the future heat for factories. Automatic Oiling 
Mr. Lewis admitted the room for further investigations | 


similar to his, but stressed again his various conclusions, 


as he had made hundreds of observations and his paper 
was the result of an enormous amount of work. 


Denver Auxiliary Entertained at Luncheon 

The Denver, Colo., Women’s Auxiliary was recently 
entertained at the home of Mrs. Edwin B. Clayton. Lunch- 
eon was served by Mrs. Clayton, assisted by Mrs. A. 
Harris, after which whist was played. In spite of a down- 
pour of rain the meeting was largely attended. Mrs. 
Clayton will be a delegate to the national convention in 
Louisville. 
y Holds Card Party 

The Women’s Auxiliary of the North and Northwest 
Side Master Plumbers’ Pleasure Club, of Chicago, held a 
meeting on Wednesday, May 26th. After the business 
meeting, an enjoyable social evening was spent. Bunco, 
bridge and five hundred were played. Prizes were awarded 


North and Northwest Side Auviliary 














to the winners and refreshments were served. 


Write for Catalog 14. Just Out. 





Thomas M. Landers, Jr., of Richmond, Va., has been 


appointed chief plumbing inspector of that city. For | GOULDS PUMPS Inc 
| ’ . 


the past thirteen years he has been assistant to his father, 


Thomas M. Landers, who was chief plumbing inspector | SENECA FALLS :: 3 NEW YORK 


until the time of his death, which occurred a few weeks 
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" ? after the mortgages were placed on record, you would have 

» . had a right to work out your lien rights subject to tie 

Legal Ou estion Nal re mortgagees’ rights, that is, you would have had a right 

A iu be 29 to such value of the real estate as exceeded the amoun's 

Answered by “The Judge sb tlhe aaa senhiaiiaiiaiie 

3y this last statement I do not mean that you cou'd 
have proceeded with your lien rights regardless of t 

mortgages, but that your lien would have attached fv 
whatever amount the property brought, over and abo 
the value of the two mortgages and expenses of for: 


Rights of Plumber Who Does Work for Owner Against 
Holder of Mortgage Who Forecloses 
Editor, “Domestic Engineering’’:—-I have done work 
for an owner of real estate, such as freeing sewer, repair- 
ing frozen water pipes, etc 


- sure, if any. 
The real estate was encumbered by two mortgages and ‘losure, if any 


the holder of the second mortgage foreclosed his mort- The rights of mortgagees in Massachusetts and els: 
gage for breach of condition thereof. where, are not affected by agreements between the owner 
I did my work without the consent of the first or second of property and third parties which are not matters of re 
mortgagees Have I any remedy to recover for my ma- ord at the registry of deeds in the county where the land 
terial or labor? 5. 3 lies, at the time mortgages are recorded. To bind mor! 
aa gagees, agreements and contracts between the owner and 
Answer In your state, Massachusetts, on the facts third parties, made subsequent to the recording of the 


which you state, you have no remedy against the real mortgage, must either be approved by the mortgagees or 
estate or the two mortgagees. However, you still have the the mortgagees must, by some act, have impliedly ap 
right to bring suit and recover against the owner of the proved of the work as a matter of law, by giving the 


property with whom you had a contract to do the work. plumber reason to believe that he might look to the prop- 
In making this statement I have assumed that you did erty for his pay. 

not file a notice of a written contract with the owner prior In order to have a right against the owner’s properts 
to the time the mortgages went on record. If you had 4s a general thing, a plumber must not only have done 
filed such a notice of a contract, according to law, you his work prior to the time a mortgage is recorded, but he 
would have had a right to a mechanic’s lien. If such no- must, in addition, have started suit against the owner and 


tice had been filed prior to the time the mortgages were made an attachment of the owner’s real estate. The mere 
recorded, your lien rights would not have been affected by fact that a plumber may have done work for an owner bé 

the mortgagees’ rights, and if you had filed such a notice fore the property is mortgaged, does not give the plumber 
Scetilamaleate a right to proceed against the real estate regardless of the 


*} effort is made to the enc at these answers may , i 
; - A the end we giicalts may foreclosure of a mortgage; he must have started suit 
t rritative owever we canno assume any re * * 
lity because of the very nature of the service. which js #24 made an attachment of the property prior to the time 
néered without a personal tnterview.—W4itor when the mortgage is put on record. 


UNIT SYSTEMS 


A practically noiseless cistern or shallow 
well pump. Completely assembled, ready _ 
to install, automatic and simple to operate. aN 
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Safety insured by Everite relief valve, an ex- A A 
clusive Everite mechanical built-in feature. = ‘ 


Comes in two sizes: No. 1000 with a 24 
gallon storage tank and a capacity of 200 
gallons per hour; and No. 2000 with a 24 
gallon storage tank and an hourly capacity 
of 400 galions. 


You will lose no profits on Everite instal- 
lations. The quality of our goods elim- 
inates those profit-eating call backs for 
service, and gets you new customers as well. 


Write us today for prices, discounts, etc. 


EVERITE PUMP & MFG. CO. 


LANCASTER PENNA. 
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CONCEALED BATH FIXTURE U | 
COMPLETE WITH SHOWER \ 
” Se 
L No. 8230 
China Shower Head can 
I be furnished if desired 
r ; 
a 
Y{! | 
| : 
Ke 
F I 
S This extra heavy Red 
Pressure Metal Valee with 
I 1 he is not 
ing | r mad 
Pre I] 
Hold f 
B ut 
ASK YOUR JOBBER FOR No. 7198 2 apd sine plone 
PHILADELPHIA pp B. WISE, Inc. SAN FRAN ISCO a The Ows 
ST. PETERSBURG WATERTOWN, N. Y. DALLAS 
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MIAMI BILTMORE 
HOTEL 
Coral Gables, Fla. 


Wehtiects: Sealine & Weaver 
Plambing Contractor 
Alexwader Or 
Byers Pipe tastated tot Phambing 


Reproduction of 
Byers Advertisement 
in Country Life. Other 
Publications used: 
SaturdayEvening Post 
House Beautiful, 
House and Garden. 





No building is permanent 
without rust-resisting pipe 


©': costher the bhurlding galvanized, is made of genuine Spiral 
thes ! tat bn OM ashioned OULAT won 
ine me noted Stripe 


protects you agains: 
mistakes and substitu: 


comes to mst ist-resisting metal which has le 


phe Maxler plumb ind = for it reat resistance to cor 


resistanc Lowicall Byer wa hoser 
Their « ipacity fe hon lar or the most critical service 
age to the structure Florida's newest and fingst re 
that one ca tflore the Miann Biltmore 
chances wit sume reasons 


ill, the differs seal in Vour home 






he che ipest pre ancl durable Send for literature 
pipe like Byers, is only from 5 A.M. BYERS COMPANY 
ta 106) of the st of the pipe Established 1804 Pittsburgh, Pa. 
. New York Philadciphia Beaton 
tem installed th i oles Clevetand 
* sv 
2 





Byers pipe, whether black or 


BYERS PIP 


GENUINE WROUGHT IRON 


“It Works Like a Charm” 


said Mr. Kelly, ‘‘and to think that all sure it couldn’t be done, I wouldn't 
even try it. And now I find it works 














these years—twenty years is a good 


stretch—I have been in the plumbing beautifully. Yes, I’m doing quite 
business and now I wake up to the well, thank you. My bank account 
fact that I’ve been on the wrong side is beginning to show it. And so sim- 
of the fence all this time. I was so ple, too . - 


‘Five dollars and fifty cents’’ is the title of a story which 
tells how Kelly got wise. It’s worth reading—for more 
reasons than one. Send for it—it’s free for the asking. 


A. M. BYERS COMPANY : Established 1864 - PITTSBURGH, PA. 
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The reason for the above general rules of law, is the 
fact that rights in real estate, as they have come down to 
us through the centuries of English and American law, are 
rights which are governed by the records in the various 
registries of deeds. A person wishing to purchase real 
estate, or a person who plans to loan money on mortgage, 
with the real estate as security, has a right to go to the 
registry of deeds and rely entirely upon what he finds 
there regarding the title and encumbrances. If that were 
not so, no person would be willing to loan money by way 
of mortgage because, except for the records in the va- 
rious registries of deeds, he would have no way to secure 
protection for his loan. 

You ask: “Is there any way to recover for my material 
1 labor?” There is, for you still have a right to bring 
suit against the owner of the real estate, recover judg- 
ment, and if the owner is financially able to meet the exe- 
cution which is issued on your judgment, he will have to 
pay your bill. The mere fact that the owner has lost his 
rights in the real estate, because of the foreclosure of the 


mortgage, does not in the least affect your right to collect 
your bill from him. Your right to collect from the owner, 
after the mortgage has been foreclosed, is the same, as it 
would be, if you had done work for a tenant, who never 
owned the real estate. Your right to recover for the work 
which you have performed and for the materials which 
you have furnished, is a right to recover on your contract, 
and has nothing to do with the fact that the person with 
whom you made the contract may have been the owner 
of the property. The fact that your customer may have 
owned the real estate, and that you might make an at- 
tachment of his real estate in any suit which you might 
bring, is only an incident of your right to sue him on your 
contract, and has nothing to do with your rights under 
your contract and the customer’s liability on that con- 
tract. 

If you think that the owner, in your case, has sufficient 
financial responsibility to pay’ the amount of a judgment 
which you may secure against him in a suit, then by all 
means proceed to bring suit against him. 


Liability on Trade Acceptance in Hands of Third Party 
Where Consideration for It Has Failed 

Editor, ‘‘Domestic Engineering’’:—-I wonder if you 
could give me some idea of the legal status of the fol- 
lowing case. Some time ago a representative of the 
“Blank” Oil Burner Company was in our vicinity seeking 
plumbing shops to take the agency of their burners. They 
were to set up a burner on your heater for you, advertise 
for you and have a salesman work for you on sales. Their 
contract reads that they would sell at least your first in- 
stallment of burners inside of sixty days. In connection 
with this contract, which is printed with their signature 
attached, they have caught a number of plumbers through- 
out Connecticut and Massachusetts, with their Trade Ac- 
ceptances of 60, 90 and 120 days’ time, for at least 
$200.00 each. Our firm has been caught through the 
junior partner. 

The above Trade Acceptances have been taken up or 
sold to another concern who is trying to collect on same. 
We have been in touch with a number of others who have 
been similarly caught and find that they are all refusing 
payment. 

The oil burner company, we find, has gone into bank- 
ruptcy and are in no condition to fulfill their part of the 
contract. I should have stated as a part of their agree- 
ment, that they agreed to take back at the end of the year, 
which was the end of our agency, the burners which they 
had not been able to sell for us. 

Any information you could give us on this matter would 
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Smali-but mighty 


Tell Them: 


“The outfit the man is holding weighs only 
100 pounds. As pumps go, it’s small—but 
mighty. 

“It will easily handle the condensation 
from 4,000 sq. ft. of radiation. It will work 
against any pressure up to 60 pounds, when 
used as an automatic electric condensation 
return pump. 

“When used as a circulating or booster 
pump, it will handle as high as 20 gallons per 
minute against a 10-foot head. 

“This, of course, is one of the smaller 
Trane pumps. Sizes run up to 100,000 sq. 
ft., handling 200 or more gallons per minute, 
against pressures up to 100 pounds or even 
higher. But all Trane pumps, capacity con- 
sidered, are small. 

“Being small doesn’t mean that Trane 
skimps on material—far from it. The pumps 
are efficient, that’s all. 

“They will stand up in service, you can 
figure on that. Trane would never have be- 
come the largest manufacturer of small 
centrifugal pumps if they wouldn’t.”’ 


Complete details are given in 
Trane Bulletin 20. 


THE TRANE COMPANY, 204 camenonave. LACROSSE, WIS 
THREE DOZEN BRANCHES IN U. S., CANADA, JAPAN AND CHINA 


MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS, AND 





TRANE PUMPS 


CONDENSATION—CIRCULATING—BOOSTER—VACUUM 
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— be very much appreciated. The oil burner compan 
failed, as nearly as we can find out, one month after our 
contract was made. They could not have been in gov 





financial condition at that time. 
Connecticut. B. W. 


Answer:—Regardless of the fact that you might |! 
forced to pay the notes your firm signed, ultimately, | 
advise that you refuse to pay them and join forces wit 
the other parties who have been taken in by this oil burne: 
concern. The oil burner concern you mention has carrie: 
on its business in so many different ways that I cannot 
tell you definitely as to your liability, but believe that you 
probably will find a loop-hole through which to escap 
from the payment of your notes. 


In other instances which have come to my attention in 
connection with the agencies created by this oil burner 
concern, no notes were signed, and I believe that the firm 
| caught in their net will escape because the order provided 
for complete burners and complete burners were not de 
livered. 

The third party which now holds your trade acceptances 
if the usual procedure in such cases was followed, is a 
finance corporation, organized for the purpose of putting 
over the sales campaign. In such a case it probably could 
be proved that the finance corporation knew the terms of 
your contract of agency, including the agreement on the 
part of the oil burner concern to sell your burners and 
take back all that were not sold, and therefore, with such 
knowledge, would not be such holders in due course, 
so-called, of your trade acceptances, as to give them the 
right to collect on them. 














Generally speaking, in the absence of fraud, a bona fide 
holder in due course of a promissory note is not bound 
Model “‘T” by any fact which does not appear on the note, and can 
collect the note from the maker even though there has 


a “y been a failure of consideration. Such a bona fide holder 


yerair e Wy rel s= 7 SA ety is one who has paid value for the note and has no knowl 


edge of any fact which would prevent his collecting the 








note jut, if the holder of a note has information of the 


WATER SOFTENERS facts concerning the agreements by which the note has 


been given and received, then a failure of consideration in 


| have demonstrated their dependability to some instances, relieves the maker of the note from pay 
| plumbers and users alike. Thousands of ing it. It is not every bit of knowledge by a holder of a 
“Rainbow” Softeners are now entering their note, which will prevent his recovering payment of the 
third year of trouble-proof service. Simple, ngte, and therefore, not knowing all the facts in your 
practical features of construction, highest case, I cannot give more than a general statement of the 
grade fittings and positive water-softening law. On the other hand, knowing what I do about such 


ability have made ‘‘Rainbow’”’ Softeners the 


. ; sales campaigns and the financing of them, it is more 
outstanding device of its kind on the market. 


than likely that the person or firm now holding your 
acceptances had such information regarding all the facts 
that you will be relieved of all liability. 

It may be, also, that the makers of acceptances in the 
hands of this concern, will be able to prove such legal 
fraud, at least, that the makers will not have to pay. In 


There can be no discolored water from a 
Rainbow—because they are hot galvanized 
throughout inside and outside. 


lf you have ever sold ‘‘Rainbow’’ Water 


Softeners you know that they stay sold Massachusetts, I understand, those who have been caught 
o > ae) é , write . . — P . 
hay ty ONCE. — in this net, have joined forces to fight it. This has th: 


advantage of the probability that a number of firms, in 
their total knowledge of the facts, will secure information 


ZEOLITE ENGINEERING et inal. 


It is not every hardship of the law which can be ren 
COMPANY edied, but as a general rule there is a way out of a situ: 
tion such as you and many others find themselves facing 
in this case. By all means, pool your interests with tho 
4642-44 Ravenswood Ave., Chicago, III. | who are in 0 aiuiter Gx. 

The “‘Rainbow”’ Water Softener is also made While Trade Acceptances are of comparatively recent 

in a Time-Controlled, Automatic Model. appearance in our financial scheme, it has been held th 
they have all the requisites of a bill of exchange and a! 


ee | | eo onstrued according to the Negotiable Instruments Lay 


Consulting Engineers and Manufacturers 
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IAMOND Canfield Tank 
Balls are correct in design. 
They were designed to avoid the 
insignificant leakage that costs 
your customer so much on his 
water bills. 


Backed by years of experience 
in the manufacture of Plumber’s 
Rubber Goods, each Canfield Tank 
Ball has a quality built into it 
that insures maximum length of 
service. 
Canfield Tank Balls are used 
by the best manufacturers and 
sold by the leading jobbers. 
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H. O. Canfield 
Company 
Bridgeport, Conn. 
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The first boil d 
—aassigslener™ 
. t. } 
3 tent Of fit | 
—1 i States pa \ 
anited ne 
= ~ —— | 
—— — ostitt: Before 1860 water for domestic use was heated 
— Ny sient in a very heavy rectangular cast-iron box con- 
7 vied states we necting with the stove. Next, the cylindrical 
aM on . boiler made of much lighter gauge iron was 
«uns - — used. This boiler was constructed with heavy 
ne ow o flat cast iron heads. Many thousands of this 
Fe ene : 
a ae type were made by Wm. B. Scaife & Sons Co. 
a office until, in 1870, Wm. B. Scaife obtained a patent 
<a ited Sptates patent to manufacture the original ‘‘Dome-Head Range 
gnrte cones. een Boiler.” This type of construction permitted 
couniaw # HOATFE a the use of sheet iron for the heads instead of 
onan castings and was the forerunner of the modern 
conemaontn® ° 
conweesn we ad range boiler. 
ee Today the name SCAIFE is still synonymous 
with quality when applied to a range boiler. 
Today SCAIFE is still a leader in the field. 
The 
origina 
letters 
patent 
WM. B. SCAIFE & SONS CO. 





Founded 1802 OAKMONT, PA. 124 Years Old 
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" ~ tiem Sure-Tite 
Rivet-Weld Riveted (Copper-Brazed) 
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NORTHERN CALIFORNIA MASTERS HEAR ADOLPH 
MUELLER 

Members of the Bay Counties Conference called a 

special meeting of the conference for June 11th at the 

San Francisco, Calif., Master Plumbers’ Hall, for the 

purpose of hearing a talk by Adolph Mueller, president 


of the Mueller Co., Decatur, Ill. Mr. Mueller is making | 


a tour of Western cities, including Denver, Los Angeles, 
San Francisco, Portland, Seattle and Spokane, and mem- 
bers of the Bay Counties Conference of California ar- 
ranged with Thomas Leary, San Francisco manager for 
the Mueller Co., to have him speak at the special meeting. 
A large number of master plumbers who are members 
of the different associations throughout Northern Cali- 
fornia attended the meeting. 


Obituary 


Alexander Steele 


Alexander Steele, a plumbing contractor in Philadel- | 
phia, died at his home in that city on Tuesday, May 25th. | 


Mr. Steele’s establishment is located at 615 South Eigh- 


teenth street, and he had been a member of Philadelphia | 


Master Plumbers’ Association for more than twenty-five 


years. 
Lawrence Koellner 


Lawrence Koellner, master plumber of Buechel, Ky., | 


died at his home in that city on June 6th, in his 58th 


year. Mr. Koellner had been in business at Second and 
Gray streets for thirty years and had been ill for the past 
eighteen months. He is survived by his wife, four sons | 


and two daughters. 
Martin F, Newman 
Martin F. Newman, manager of the water purifying 
department of Wm. B. Scaife & Sons Co., Pittsburgh, Pa., 
died on May 25th, at his home in Oakmont, Pa. Mr. 
Newman was born in Waynesboro, Pa., and had been 


connected with the Scaife company for the past 21 years. 


He was active in engineering circles and was a member 
of the American Society of Mechanical Engineers and 
the Engineers’ Society of Western Pennsylvania. 
Thomas M. Landers 

Thomas M. Landers, chief plumbing inspector for the 
city of Richmond, Va., and connected with that office 
for three decades, died May 14th at his home in that 
city. Mr. Landers was born in Richmond in 1851 and 
lived there all his life. He devoted his early career to 
the plumbing business in that city. He was a member 
ofthe Richmond Lodge of Elks, the Knights of Columbus. 
and the American Society of Sanitary Engineering, fre- 
quently representing Richmond at the annual conventions 
of that society. 


Convention Dates 


June 19, 1926.—The annual convention of the Montana 
Master Plumbers’ Association, at Boulder Springs, Mont. 

June 21, 1926.—The annual convention of the Kentucky 
Master Plumbers’ Association, at Louisville, Ky., with head- 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual conven- 
tion of the National Association of Master Plumbers, at 
Louisville, Ky., with headquarters at the Brown Hotel. 

June 29 and 30, 1926.—Midsummer meeting of the National 
Association of Brass Manufacturers, at Chicago. 

September 28, 29, 30, and October 1, 1926.—The annual meet- 
Ing of the American Society of Sanitary Engineering, at 
Washington, D. C., with headquarters at the Lee House. 

October 11-15, 1926.—The eighth annual convention of the 
American Gas Association, at Atlantic City, N. J. 





A GOOD NAME 


to remember when you're thinking stop 


and waste valves is TRIUMPH. 
We're specialists in stop and wastes; 
and quality is a little more than a word 
with us. 
Triumph stop-and-wastes are made to 
perform; and you might ask users 
about them! 

Your jobber will supply you. 


“4 Cc 
CJriumph Brass Company 
COLUMBUS, OH/O 
Formerly 
Ohio Pump & Brass Co. 
Columbus, Ohio 
Established 1898 











One of Three 
| Valuable Fittings 


The “O-E”’ Improved Air Exhauster and 
Vacuum Valve opens automatically when air 
is present in the system, and closes jmmedi- 
ately after it is expelled. It cannot buckle 
or stick and is extremely simple and positive 
in operation. 











This valve, with two other O-E Fittings, 
forms the most efficient and satisfactory heat- 
ing system ever devised, one which will fur- 
nish Vacuum, Vapor and Pressure as needed 
with the lowest possible fuel consumption. 


Full particulars gladly furnished. 
Write for Bulletin “‘A.”’ 
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| 
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O-E SPECIALTY MFG. CO. 


10 KEEFE AVE. MILWAUKEE, WIS. 
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| +HL& C. Radiator Enclosures 





© ine increasing and popular de 


mand for Radiator Enclosures 


sales for the Heating and Plumb- 
ing Contractor. 





Efforts to beautify the radiator 
have failed. The Radiator Enclo- 
sure solves this problem and, in 
addition, saves walls and window 
draperies from becoming soiled. 





The Heating and Plumbing Con- 
tractors are the logical ones to sell 
these enclosures. This is a real 
opportunity. H &C Radiator All 
Steel Enclosures, with or without 
humidifier, are superior in con 
struction and finish and are made 
by a concern with a long standing 
reputation for reliability and the 
high quality of its products. 

















Send for bulletin and complete in- 
formation now. 
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opens a new and profitable field of 
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THIS WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








COMPANTES RECENTLY INCORPORATED 
The Gulf Oil Burner Co., Frick Building Annex, Pitts 
burgh, Pa., a subsidiary of the Gulf Oil Corp., of Pennsyl 
vania, has been incorporated to manufacture domestic oi! 
burners. George H 
Taber, president; Charles B. Buerger, vice-president and 


The officers of the corporation are: 


general manager; W. J. Guthrie, secretary, and J. E 
Nelson, treasurer. 

The Stamford Oil-O-Matic Corporation, Stamford, Mass., 
has been incorporated with a capital of $10,000 to deai 
in heaters operated with oil. The incorporators are: 
Thomas F. McCaul and Alfred Kerr, of New York City. 
Hulva, of Stamford. 

England Oil 
has been incorporated with a capital of $50,000, 


and James A. 
The New 
Mass., 
to deal in oil burners. 
Wilson, George R. Corey, of 115 Blake street, Mattapan, 
Mass., 


3urner Corporation, Boston, 


The incorporators are E. V. R 


and Joseph P. Feeley. 


Underground Steam Construction Co., Boston, Mass., 


has been incorporated with a capital of $100,000, to con 


duct a heating, power and ventilating business. The 
incorporators are: Erastus B. Badger of Winchester, 
Mass.; Charles L. Campbell of Boston, and Edmund T 


Keefe of Brookline, Mass. 


EASTERN SUPPLY ASSOCIATION URGES USE OF 
NAME “WHOLESALER” 

A communication from the Eastern Supply Association 
suggests that all members engaged in the business of 
wholesaling plumbing or heating supplies use the word 
“wholesaler” on their letterheads and all advertising mat- 
The letter, which 


‘ ” 


ter in preference to the term 
was sent out by Secretary Frank S. Hanley, New York 
City, states that many members believe that the term 
“wholesaler” is preferable to the other designation, be- 
cause of ‘‘jobber’”’ often being used by jobbing plumbers 
and dealers who are not in any sense in the wholesale 


‘jobber 


business. 


RAYMOND P. VAN CAMP CALLED BY DEATH 
Raymond P, VanCamp, president of the VanCamp Hard 
ware & Iron Co., Indianapolis, Ind., died of heart disease 
at his home in that city on May 30th. He was born in 
1874 and was the son of Cortland VanCamp, the founder 
of the company. Mr. VanCamp had been head of the 
firm since 1923. 


PIERCE, BUTLER & PIERCE MFG. CORP. OPENS NEW 
WAREHOUSE 

The Pierce, Butler & Pierce Manufacturing Corporation, 
New York City, has opened a new warehouse at 291 East 
Blackwell street, Dover, N. J. The building is 50x200 ft. 
and a full line of plumbing and heating supplies will be 
carried to take care of the increasing business in northern 
New Jersey. An up-to-date showroom has been installed 
containing a complete heating plant under actual operat 
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ing conditions IL. R. Jacobus is in charge of the new 


branch, assisted by S. M. Gillen, both residents of Dover 

AMERICAN BRASS & COPPER CO. BUYS ELGIN 
BRASS CO. 

The American Brass & Copper Co., 134 Lafayette street, 

New 


Pearl street in that city. 


York City, has purchased the Elgin Brass Co., 207 


TO REPRESENT YEOMANS BROS, CO IN FLORIDA 
appointed 
build 


for central and 


Yeomans Brothers Company, of Chicago, ha 
the General Equipment Company, Lafayette Arcade 
ing, Tampa, Fla., as its sales representative 
southern Florida. 


RUDISILL APPOINTS NEW REPRESENTATIVE 
The Rudisill Soil Pipe Co., Anniston, Ala., 
nounced the appointment of Hills-Stevens Co., 
New York City, as its representa 


recently an 
Grand Cen- 
tral Terminal building, 
tive for the New York and New England territory. 


NOW IN NEW LOCATION 
Moucha & Quelch, Inc., who formerly were located at 


$284 Third avenue, New York City, moved their headquar 


ters on June 7 to a more commodious building at 2000 
Arthur avenue, between 178th and 179th streets. The 
owners are Emil Moucha and R. M. Quelch 





Top row, left to right: Ray Roemer and H. 8S, Tschopik, both 

of Standard Sanitary Mfg. Co., Los Angeles, Calif., and W. J. 

Robertson, of Crane Co., San Francisco, Calif.—Lower row: 

Francis J. Baker, of Geo. H. Tay Co., San Francisco, Calit.; 

W. P. Baxter, of Southern Plumbing Co., Los Angeles, Calif., 

and Henry Morris, of Holbrook, Merrill & Stetson, San Fran- 
cisco, Calif, 
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R. T. LAWRENCE CO. TAKES ON NEW LINES 

The R. T. Lawrence Co., 136 Water street, New York 
City, has been appointed eastern representative for the 
Union Malleable Manufacturing Co., of Ashland, Ohio, in 
the New England States, New York State, outside of the 
Greater New York district, the greater part of New Jer- 
sey, and in Pennsylvania and Delaware. The Lawrence 
company has also been appointed Metropolitan distributor 
for the Pennsylvania Range Boiler Co., of Philadelphia, 
and for the Asbestos Corporation of America. 


BURNHAM BOILER CORPORATION HOLDS SALES 
CONVENTION 
The 1926 sales convention of the Burnham Boiler 
Corporation was held recently at the company’s plant in 
Irvington, N. Y. The meeting was attended by every 
jurnham salesman in the country, the only representative 
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held its annual outing at the Philadelphia Rifle (!ub, 
Eighth street and Tabor road, on Thursday, June 1ith. 
Baseball, quoits, bowling and outdoor games were on 
the program, as well as a big dinner in the evening. The 
committee in charge included Harry R. Myers, Harry 
Walther, Stephen Rogers, Robert Savill, Paul Collins and 
W. H. Mitchell. 


LOS ANGELES S. D. L. HOLDS MAY MEETING 

The Los Angeles Sanitation Development League, !.0s 
Angeles, Calif., held its regular May meeting on Thiirs- 
day, May 27th. The program was in charge of the Stand- 
ard Sanitary Manufacturing Co., and the speaker of the 
evening was Emery Olson, whose subject, ‘Making the 
Balance Sheet Water Tight,’’ gave him an opportunity to 
talk salesmanship, which he did in a most entertaining 
and instructive manner. 








At the annual sales convention of the Burnham Boiler Corp. at the company’s plant in Irvington, N. Y. 


absent being the one from Shanghai, China, who was un- 
able to make the trip. The meetings lasted for a period 
of three days, most of the time being spent in discussing 
ways of better serving their customers. 
PHILADELPHIA PLUMBSTEAM CLUB HOLDS ANNUAL 
OUTING 

The Philadelphia Plumbsteam Club, a branch of the 

National Association of Plumbing and Heating Salesmen, 


| 





| 
| 
| 
| 
| 





Top picture, left to right: W. F. Weber, J. Flemm, A. Hanson 
and Walter Johnsen, of American Radiator Co., New York 
City.—Lower picture, left to right: Edward Tallon, of Tren- 
ton Potteries Co., Trenton, N. J.; R. G. MeQuilkin, of Handon 
Boiler Corporation; W. T. Leonard, vice-president of the firm, 
and E. J. Bredehoft, of the same firm, at Eastern Supply As- 
sociation’s recent meeting in New York City 


“The American public has been taught to recognize and 
appreciate the beauty in common things,’’ said Mr. Olson 
“As sanitary engineers you can put this idea across and 
at the same time so conduct your business that you inspire 
confidence in not only your goods, but in your service and 


in yourselves. Thus you will sell the three intangibles 








At the annual “Town Meeting” of the Plumbing, Steam aod 
Metal Association of the State of Maine, held recently “ 
Dunscroft, Dunstan, Maine.—Top row, left to right: Homer 
Fraser, of R. B. Dunning & Co., Bangor, Me.; J. Warren 
Chase, Joseph R. Murphy and Owen L. Treat-—Bottom row! 
William Taylor, of C. F. Church Manufacturing Co., Holyoe, 
Mass.; T. Henry, of U. 8S. Sanitary Manufacturing Co., Pit's- 
burgh, Pa.; Richard Young, of R. B. Dunning & Co.; ‘- 
Campbell, of W. H. Gallison & Co., and A. A, Gatheman, of 
A. M. Byers Co., Pittsburgh, Pa. 
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What TE-PE-COquality is 


E-PE-CO quality is generous, un- 

stinted. It doesn’t stop anywhere. 
It’s like true hospitality. 
p y 











The Te-pe-co Finish 


This picture shows the ball mill 
for mixing the glaze. This mill is 
rotated for twoor three days until 
the liquid mass will pass through 
a screen of 140 mesh to the inch. 


It includes the durability and strength 
which is only possible through the 
use of the finest raw materials—it 
includes beauty of design, the result 
of the most artistic modeling — it in- 
cludes a glistening, beautiful finish, 
obtainable only by the most careful 
workmanship. 
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Every natural, mechanical, chemical 
and financial resource available is 
utilized to build one unvarying quality 
into Te-pe-co products. Hundreds of 
operations in the largest plant of its 
kind in the country are behind our 
trademark. 














They are fired twice 
This is a tunnel kiln in which 
Te-pe-co products are fired. 
A copy of our book,“‘3500 B. C.’’, which 


explains the manufacturing processes 
of our products, will be sent on request. 


he 
TRENTON POTTERIES COMPANY 
Trenton, New Jersey, U.S. A. 
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Boston New York San Francisco Philadelphia 


F-PE-CO 


World’s Largest Makers of All-Clay Plumbing Fixtures 
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which are at the basis of all successful merchandising SOUTHWESTERN TRADE GOLF ASSOCIATION MEETS 
These are Price respect, quality recognition and public AT MEADOW LAKE 
nfidence The season’s second monthly meeting of the Southwest 
Ira W. Byrne A another speaker Mr. Byrnes said ern Trade Golf Association was held at Meadow Lake Golf 
that the law of business goes on forever and any man who and Country Club, near Kansas City, Mo., on May 27th 
anted ti tay in business must observe that law The The members were the guests of H. H. Wright, of GC. A 
peaker expressed the fundamentals of that law in two Dunham Company, Carl Smith, of the Magill Plumbing 
propositior These were “The law of commercial busi- Company, and R. L. Dawson, of R. L. Dawson Company 
ne begins with the manufacturer, runs logically to the It was architects’ and engineers’ day and attractive prizes 
obber and ends with the retailer, and business must be were offered. tussel Cramsie won first place and received 
me on profitable basi Business depends entirely a niblic George Jorgensen was second and Ike Roark 
ipon the ioe of the retailer who, if he fails, breaks the third. They each received a pair of fancy golf hos« The 
continuit f the chain and ruins everybody. Therefore, awards were made at the dinner which followed and is a 
the only wi to keep the plumber in business and make regular event at each meet. An invitation was extended 
him stay there successfully is to adopt some method of in by E. Harbordt and Ike Roark to hold the next meeting at 
uring hir fair profit in his operations There is a Milburn Golf and Country Club. 
means of doing this and the various factors in the trade Following are the scores made by the members: 
rial p their minds to insure its adoption and it Csons dp. Met diiiaind Cte as 
persistent mong the retail elements of the plumbing = 47 H. Wright.. 86 16 70 Frank Scales.. 92 ) 73 
lustry.”’ Db. H. Painter. .117 27 90 F. Peip'’nbring.103 y Tf 
The next meeting of the league will be conducted by the E. A. Cline.... 94 19 75 M. A. Disney..108 78 
3 Cc. J. Brown...101 24 77 7... GRID. 22. OF 7 
Merchant Plume! J. T. Thurman.128 30 98 Wm. Laid..... 102 28 67% 
: Jno. G. Pease.. 97 27 70 John Karges 100 2 74 
TRENTON POTTERIES CO. GIVES ILLUSTRATED G. A. MacMah'n 96 27 69 J. A. Davey....100 2¢ 74 
LECTURES Bruce Jones 101 27 74 G. J. Redmond,.137 107 
G. Jorgensen 94 28 66 Carl Smith.... 84 73 
M. W. Lansing, advertising manager, and S. John Ra- Ike Roark..... 94 25 69 Dan Lacy..... 92 92 
lice, assistant manager of the Philadelphia office of Tren- RR. Cramsie.... 84 27 57 t. L. Dawson.. 89 18 71 
ton Potteries Co., gave a lantern slide talk on the mak- Harry Antrim. 99° 27 72 Jack Ellis..... 138 0 108 
ng of pottery before an apprentice class at the Southern © Ousterhout. 94 18 76 
Junior High school on June 2nd. The Reading Master ies To oe 
Plumbers’ Association was instrumental in arranging for The Dual Oil Burner, Inc., Seattle, Wash., has been in- 
this instructive lecture and those in attendance derived corporated with a capital of $2,500, by Hugh Swartz and 
much benefit from it. P. C. Mulligan. 


The New Swas-teeka 


A NEW Burnham, that’s new in shape 


LX and old in principl 


It's the Burnham through and through 
long fire travel—short coal bill—and 


everything. Special circular just out 
Might be well to send for it and be posted 


P.S. 

Don’t confuse it with the High Pressure Hot Water 
Supply Boiler. 

I¢ looks the same, “only it ain't.” 








Canadian Offices 
Representatives in all Harbor Comm. Bldg., Toronto 
Principal Cities 124 Stanley St., Montreal! 


Irvington, New York 
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4 Reading Nipples of Genuine 
‘ Wrought Iron dl ne 5 soto 
identified by a band of knurl- 

ing. 


To 


READING IRON 
COMPANY 


Reading, Pa. 


Please send me a supply of 


‘ Two-Bid Stickers for use in submitting 


estimates. 


Name 


Address___ 


Citu and State. 


4 1 | MASTER PLUMBERS 7 
{| {' | N17 MAPLE AVE., CAMDEN. N 
eae | ssvense 
ad. Sc £9 TIMATE 
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EADING PIP 


GENUINE WROUGHT IROM 









This estimate is based 
on the use of Steel Pipe. 
However, we believe 
because of its two to 
three times longer life. 
your interests would be 
much betler served by an 
installation of READING 
Genuine Wrought Iron 
Pipe at an additional 
cost of only 
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Dontt put the 
“Take it or leave it” 
attitude in your estimates 


OBODY likes to have estimates submitted 

to them with a “take it or leave it’’ atti- 

tude—but that is exactly what is done when 

only one estimate is submitted. In spite of 

the fact that competition is keenest when bids 

are submitted, it is the practice of numerous 
shops to submit only one estimate. 


If you were the last contractor to talk to any prospect 
your chances for landing the job would be greatly 
increased. The use of ‘“‘alternate bid”’ stickers gives you 
the opportunty to talk price and high quality of your 
work in your estimates. Numerous plumbers are attach- 
ing one of these stickers to every estimate sent out. 


Here is a way to make money without one cent extra 
cost—a way to get prospects to ask you to talk your 
bid after your competitors are all through. Your “‘alter- 
nate bid” sticker will keep you in line with competitors 
on ordinary steel pipe price, and your extra profits will 
come in the installation of Reading Genuine Wrought 
Iron Pipe. The ease in cutting and threading, the 
minimum spoilage of pipe, with the consequent saving 
of time and labor, all add to your profits. 
A supply of these ‘‘alternate bids’’ will be 
sent you on request from any branch office 
so that your estimate will not be a “‘take 
it or leave it” estimate. 


READING IRON COMPANY 
READING, PA. 


World’s Largest Manufacturers of Genuine 
Wrought Iron Pipe 









Boston New York Philadelphia 
Pittsburgh Cincinnati Ghicago 
Los Angeles ulsa 


St. Louis 


3alti . : 
Baltimore All Reading Genuine 


Sea A 
cooane Wrought Iron Pipe 
Bafiulo carries a spiral band 


of knurling—aniden- 

tification visible even 

through paint or gal- 
vanizing 
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SANITARY TEE PLUG “Y" BRANCH PLUG 


Climax Specialties 





A Pattern 
For Every Job 


The ““CLIMAX”’ Line of reliable 
Test Plugs will meet your every 
need for this class of equipment 
in a way that you will surely 
appreciate. And don’t overlook 
the advantages of “CLIMAX” 
Automatic Cellar Drainer for 
sheer efficiency and 
economical operation. 





See Pages 1158-1159 of 
DOMESTIC ENGI- 
NEERING Catalog 
Directory for full details 
—or write for the latest 
Kemp bulletin. 


STRAIGHT 
DOUBLE PLUG 


WING NUT 
LUG 


*“CLIMAX" 
AUTOMATIC CELLAR 
DRAINER 











BALTIMORE, MD. 


| 
Our Pacific Coast Agents: | 
( ataloo Wm. P. Horn Co. | 


Rialto Building, 509 Wilcox Bldg., 
San Francisco, Cal Los Angeles, Cal. 
L. C. Smith Building, Seattle, Wash. 


OIL BURNER CONVENTION AT BLOOMINGTO ILL. 


Heating men from East, West, North and South well 
as from Canada and some European countries will ther, 
2,500 strong, it is expected, at Bloomington, IIl., o° June 
21st and 22nd to study heating and heating apy; neces 
particularly the oil burner, to get new viewpoin new 
for their oil burner sales 


campaign for season of 1926-27. 


” 


ideas and new “ammunition 


At the convention held in Bloomington in 1925. in at- 
tendance of 1,000 was predicted—-1,150 came. P! are 


being made to accommodate more than twice that num- 


ber for the convention this month. Everyone interesied ip 
oil burners is invited by the management to atte: A 
warning is issued, however, that those, who expect to go 


to this convention, should arrange for hotel reservitions 
or find sleeping accommodations in nearby towns as it is 
expected that the hotels in Bloomington will be filled. 
The convention and the interest shown in oil burning 
revolves around the oil-o-matie burner, the factories where 
it is made and the personnel of the concern that takes 
these oil burning devices. In 1925, four factory huild- 
ings were planned. One was completed and ready for the 
When the attendants gather at 
Bloomington in 1926, they will see three units in opera- 
tion. The latest addition is 60 by 286 ft., two stories high, 
In this building, numerous exhibits along heating lines 
will be shown. It is stated that the scope of this exhibit 
will be such that it will provide valuable information to 
everyone interested in heating. 


June 1925 convention. 


There will be exhibits of 
new types of boilers designed for use with oil burners, 
furnaces, tanks and electrical controls, and oil burner 
equipment of various kinds. 
UNITED PLUMBERS SUPPLY CO. EMPLOYES DEBATE 
The employes of the United Plumbers Supply Company, 
Inc., held a debate the evening of May 20 as a feature of 
their monthly meeting. The negative team was composed 
of Messrs. Brooke, Bart, and Braumblatt, while the affirm- 
atives were Messrs. O’Donnell, Dalton and Peter. The 
judges, E. A. London, J. S. Daly and E, H. Ellis, awarded 
the decision to the negative team. H. B. Cohn was referee, 
the reason for his oflice not being explained. 





Top row, left to right: Norman W. Farlow, of Holbrook, 
Merrill & Stetson, San Francisco, Calif., in charge of xolf; 
Benjamin E. Blair, of Standard Sanitary Mfg. Co., San | rane 
cisco, Calif.; C. W. Abbott, of C. W. Abbott Co., Oakland, 
Calif., and Harold Friesley, of M. Stulsaft Co., San Francise0 
Calif.—Lower row: J. E. Mellreevy, of Crane Co., San ! ran- 
cisco, Calif.; Geo. H. Turner, of Geo. H. Turner Co., Los An- 
geles, Calif... and Ira W. Byrnes, credit advisor of the Los 
Angeles, Calif., Plumbing Supply Credit Association, at « Te- 
eent golf tournament near San Francisco, Calif. 
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MAY OTL BURNER CORPORATION HOLDS SALES | 
CONVENTION | 
More than a hundred dealers and sales representatives 
of the May Oil Burner Corporation met recently at the 
company’s main offices in Baltimore, Md., for the first an- 
nual ‘‘Move More Mays’’ meeting. Dealers from all parts 
of the country were present. E. M. Fleischmann, presi 
dent of the corporation and vice-president of the American 
Oil Burner Association, introduced the following speak- 
ers: Clarence Y. Palitz, president of the Credit Alliance 
Corp., New York City; A. S. Goldsborough, executive sec- 
retary of the Baltimore Association of Commerce; A. J. 
Fleischmann, treasurer of the May Oil Burner Corp.; A. 
Klotzman, Jr., general manager; H. F. Babbitt, director 
of sales, and B. R. Canfield, advertising manager. 


Personal Mention 


Henry D. Gasner, of Simon Gasner & Sons Co., Brook- 
lyn, N. Y., recently spent a week in Chicago on business. 

W. S. Babson, of the Peerless Pacific Co., of Portland, 
Ore., has returned from a business trip to Los Angeles, 
Calif. 

R. B. Hills, treasurer of the Haydenville Co., Hayden- 
ville, Mass., visited the firm’s New York office in the Grand 
Central Terminal building last week. 

Rushby C. Midgley, of Salt 
Lake City, Utah, has been ap- 
pointed district manager ot 
the branch office which has 
just been opened in Salt Lake 
City by Warren Webster & 
Company, of Camden, N. J. 
This new branch will cover 
Utah, southeastern Idaho and 
eastern Nevada. Mr. Midg- 
ley, whose likeness is shown 
herewith, is a native of Salt 
Lake City and a graduate in 
engineering of the University 
of Utah. For several years 
past he has been associated Rushby C. Midgley 
with his father in consulting 
engineering work at Salt Lake City and vicinity. 

W. H. Shilvock, of the Chicago Pipe Co., Chicago, has 
the sympathy of his friends in the trade, on account of 
the recent death of his son, Sidney, as a result of an air- 
plane accident. Sidney Shilvock was in his 25th year at 
the time of his death. 

V. L. Peavy, formerly, until June 1st, field man in the 
Accounting Service Department of the National Trade Ex- 
tension Bureau, has accepted the position of field manager 
of the Wisconsin Master Plumbers’ Association and the 
Master Plumbers Limited Mutual Liability Co. Mr. Peavy 
will have his headquarters at Milwaukee, Wis. 





R. J. Carter, of the Midstate Pipe & Supply Co., Fresno, 
Calif., has returned from a trip through the southern part 
of the state. 





F. R. Jones, a member of the firm of Max Gundach Co., 
Bakersfield, Calif., will soon leave for an extended vaca- | 
tion in Iowa and Illinois. He will be accompanied by his 
family. | 


Lucien J. White has been appointed district manager 
of the San Francisco branch office of Warren Webster & 
Company, of Camden, N. J. 

H. Allen Faust, manufacturer’s representative, with of- 
fices in the City Center building, Philadelphia, who has 








The Model B The Standard 


Home Unit 


220 Gal. per Hour 


°1002° 


List, f.0.b. Indianapolis 









WIS? . 


WATER SYSTEMS © — 


Bigger Sales Opportunity 


You can make more sales with Gurley Automatic Water Systems 
because they so often serve where deep-well systems would otherwise 
be necessary. 

The Gurley Rotary Seal Pump lifts water 28 feet very success- 
fully—and even more in good installations. 

The Gurley franchise is very valuable to good plumbers every- 
where. Write and find out whether it still is available in your 
territory 


Murdock Jr. - - - = $ 85.00 
(Capacity 175 gallons per hour) 


Model B = = = = = $100.00 


(Capacity 220 gallons per hour) 


Model C - = = = = $125.00 


(Capacity 400 gallons per hour) 


Model D - = = = = $150.00 
(Capacity 600 gallons per hour) 
All models equipped with repulsion-induction motors 


All above prices are list, f.0. b. Indianapolis 


GURLEY PUMP & MFG. COMPANY 


807-808 Merchants Bank Building INDIANAPOLIS 











The Celebrated 


PEERLESS 


KITCHEN BOILER 


(Combined Range Boller and Gas Water Heater) 


The Celebrated ‘‘Peerless’’ 
Kitchen Boiler is the best gas 
heating boiler on the market. 


The ‘‘Peerless’’ originated the 
gas heating boiler business, 
created the trade demand and 
has served the field. for 15 years 
with great distinction. It has 
been much imitated but never 
equalled. 


The Peerless is made in all 
sizes. Numbers 18 - 24 -30 -32- 
40 - 42 - 52 - 66. 

YOUR SUPPLY HOUSE WILL 
SELL YOU THE “PEERLESS” 
—SEE DOMESTIC ENGI- 
NEERING CATALOG DIR- 


ECTORY FOR FULL INFOR- 
MATION OR WRITE US. 


PEERLESS RANGE BOILER 
CORPORATION 
108 So. La Salle St. CHICAGO 
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The 
Separable 
Metaphramsf Jj _ 


Each Metaphram or “wafer” is 
a hermetically sealed chamber 
containing a volatile liquid 
which expands with increase of 
temperature. Several of these 
together furnish the power that 
operates the lever. 





The separabie Metaphrams are 
“cage assembly” and are lifted 
from the well as a unit, should 
replacement ever be necessary. 








HAMMOND 
VALVES 


They are made of the highest grade 
of steam metal, so distributed as to 
give the greatest strength where 
required. 

All parts are accurately machined 
to gauge, and are inspected before 
and after assembly. 

Hammond Valves offer 
the minimum resistance 
to the free flow of steam 
and water. 


Ask your jobber about 
Hammond Valves 


Hammond 


Brass Works 














Hammond, Indiana 
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A regulator is standard trimming on a steam 
boiler. Why not on hot water? 

A steam installation would not be complete 
without a regulator. Everyone knows that. 


Then why should you omit it on a hot water 
job? It’s just as important for economical 
operation. 


You can make hot water installations more 
profitable, more efficient and more satisfac- 
tory by adding a 


== METAPHRAM & 
DAMPER REGULATOR 


There is a fertile field for you, selling and in- 
stalling this sensitive but positive, much 
needed regulator—on new or old _installa- 
tions. 





Order from your jobber or direct. 


Write for circular. 


NATIONAL REGULATOR C 


2301 KNOX AVENUE CHICAGO 


European Office: A. J. Assheton, 18 St. Thomas St., London, S.E.1, Eng. 








2 You cannot go wrong when you in- 
stall Jenkins Better Brass Fittings. 

The record back of the ‘Triangle J”’ 
mark is insurance of quality. 

Rich in copper, carefully cast and 
machined. 

Insist on Brass Goods bearing the 
Jenkins Mark. 


il JENKINS MEG. CO. 


BLOOMFIELD, NEW JERSEY 
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Why Not Hot Water? 
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Phila- 


company 


in the 
that 
Mr. Faust now 
state of West 


been representing the Bridgeport Brass Co. 
delphia territory, has had his district 
enlarged. 
has Maryland, Washington, D. C., 
Virginia. 


for 
territory, 
and the 


Resides his former 


Howard FE. Jones, of Evansville, Ind., who recently re 
signed as director of the Sales-Help Service of the National 
Trade Extension Bureau, has accepted the position as 
editor of “Sheet Metal Worker’ in New York City. He 
will enter upon his new duties about the middle of July 

Cliff’ Mahaffey, for Speakman Co., of | 
Wilmington, Del., in Chicago and the Middle West terri- | 
tory, has just recovered from an operation performed at 
Chicago General Hospital, Wednesday, June 2nd Mr 
Mahaffey is still confined to bed but expects to be up and 
around within a few days. 


New Trade Literature 


Duro Cutout 
The Duro Company, of Dayton, Ohio, is distributing a 
cutout of its automatic water system. The cutout meas- 
ures 2 ft. by 4 ft. approximately, and is made of stiff 
cardboard. It is printed in colors, and should be of value 
for use in window displays. 


representative 


Tirrell Gas Machine Lighting Company's Folders 
Tirrell Gas Machine Lighting Co., of New York City, has 
issued a folder containing an illustration of a Tirrell gas | 
machine. The air pump, gas generstor and mixer of the 
gas machine are described in detail. 
devoted to Tirrell burners. 








A second folder is 


Instant Copper Tube Water Heaters 
Instant Water Heater Sales Division, of Chicago, 
just issued Bulletin No. 526, covering its instant copper 
tube water heaters. In addition to a cross section of the 
heater, the bulletin shows typical hook-ups for instant 
water heaters. A series of tables gives capacities based 
on inlet water temperatures 32 to 50 degrees. 


has 


Sanitary Drinking Fountains 
Century Brass Works, Inc., of Belleville, Ill., has issued 
a pamphlet illustrating and describing its sanitary drink- 
ing fountains, ice-cooled fountains and specialties. Self- 
closing stop cocks, combination bubblers and faucets, sani- 
tary lavatory and sink fountains, as well as various types 
of ice cooled bubbler fountains for offices, school or fac- 
tory, are also listed. 
Graver Water Softener Bulletin 
“Graver Zeolite Water Softener, Bulletin No. 509,” is 
the title of a pamphlet just issued by the Graver Corpo- 
ration, of East Chicago, Ind. The bulletin is illustrated 
with views of installations and of the softener and equip- 
ment. The zeolite softener described uses the downflow 
method of softening with a natural zeolite mineral sup- 
ported by a strainer plate. | 
“Hot Water Without Cost”’ | 
A booklet with the above title describes a heater de- | 
signed to recover wasted products of combustion from 
boilers and use them to heat for domestic pur 





water 


poses. The booklet is published by the Fireless Heater | 
Company, Inc., of North Bergen, N. J. The device 


is known as the “Guardian Water Heater,” and several 

pages are devoted to layouts for installations. Detailed 

information concerning the operation, circulation, piping | 
and covering is given. 

U. T. Hungerford Brass & Copper Co.’s Catalog | 

U. T. Hungerford Brass & Copper Co., of New York City, | 

has just issued a new general catalog consisting of sixty- | 
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Ask for profitable details on the 24 gal. Unit 











THE CLEVELAND HEATER CO. - Cleveland 


the quality Water Heater Builders for over 20 years 











y a 
EAGLE LEAD FITTINGS 


HE Eagle stamp or label ona lead fitting means that 


good judgment has heen exerc ised in tne sciecuon 


of that fitting. Standard weight, uniform dimen 


10NS, 


smooth ends, true bends, hand -soldered drain screws, 


polished interior and exterior surfaces—these are good 


reasons for the popularity of Eagle Lead Fittings 


The EAGLE PICHER LEAD COMPANY 


Chicago + Joplin + Cincinnati 


Producers of lead and allied t 


Eleven Plants Branches in 



















The Speakman national shower 
and fixture advertising campaign 
iS now in its eighth year. - - - 


SPEAKMAN COMPANY 


Wilmington fot Delaware 


Speakman Showers 
AND FIXTURES 








| ESTABROOK 








For hotels and restaurants, where a 
smaller trap would be inadequate, try a 


Franklin Grease Trap 


Correctly designed and stur- 
dily built. Write for our catalog. 


Our 
if alalog 


R. ESTABROOK’S SONS 
204 First St. So. Boston, Mass 








PRODUCTS 
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three pages, 7% by 10% inches in size, bound in gold- 
The catalog lists copper, brass and 


bronze materials of many descriptions, and contains many 


colored board covers. 
illustrations in natural colors of these products. A com- 
prehensive index aids in the use of the catalog, and infor- 
mation on the subject of ordering is also given 

















1906. 

The Illinois Chapter of the American Society of Heating 
and Ventilating Engineers was formed last week in Chi- 
cago, at an informal meeting of members of the Society. 

- 1906——__—— 

Sodemann Heat & Power Co., of St. Louis, Mo., has in- 

creased its capital stock from $50,000 to $100,000. 


June 9, 


se Cas 
1 meeting of the delegates of the Manhattan Association 
of Master Plumbers 


Tuesday, May 


mung Nat 


was held at the association rooms on 
29th, at which arrangements were made for 
tonal Convention at Atlantic City 

Se 


ordinance is under 


fHe cé 
A new plumbing consideration at 
Pontiac, Mich. 
1906— - 
The 
Philadelphia 


jutler & 
branch 


Pierce, Pierce Manufacturing Company's 


has taken the entire third floor of 
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the Terminal Warehousing & Transfer Company, ani has 
removed its stock of boilers, radiators and parts from 
its former storage plant at Delaware avenue and 


{jueen 
street. 
—————1 9 06 —___—__ 
Members of the plumbing trade of Wilmington, Del. 
had an interesting exhibition at the Merchants’ Fair, 


which is just drawing to a close in that city. The ex- 
hibition, which lasted ten days, was held at Brandywine 
Springs Park, a suburban resort, and was participated in 
by merchants of Wilmington, Philadelphia and surround- 
ing towns. Interest manifested throughout the northern 
part of Delaware and the southeastern part of Pennsyl- 
vania was sufficient to draw an average daily attendance 
of 6,000 to 7,000 people. There were one 
booths. 


hundred 


nneneenins 908 ——_-__— 


The Louisiana State Association of Master Plumbers was 
organized at New Orleans, La., on Monday, June 4th. The 
meeting was held in the Master Plumbers’ rooms in the 
Hibernia Bank building, and was largely attended. There 
are about fifteen branch organizations in the state, but there 
has been no general body. James H. Aitken, of New Orleans, 
was chosen as president. 





1906 — 

Alexander McMichael, vice-president and general man- 
ager of the James Robertson Company, Toronto, Ont., 
died at his home in that city, on Saturday, June 2d. He 
had not been in good health for some time, but was 
well enough to go to his office three days before his de- 
mise. Mr. McMichael was born in 1862 in Scotland, and 
when six years old came to Canada with his parents. He 
had been connected for twenty-five years with the com- 
pany of which he became vice-president and 
manager some years ago. 


general 


PITTSBURGH ENGINEERING CO. 


MANUFACTURERS OF 


CAST IRON FITTINGS 


We manufacture a full line of Cast 
Iron Screwed and Flanged Fittings, 
Flanges and Flange Unions for 


Steam, Gas, Water and Oil Stand- 


ard and Extra Heavy. 


PITTSBURGH ENGINEERING CO. 


Main Office and Works 
JEANNETTE, PA. 














THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








New Business “Uentures 


The Cass Heating Co., Detroit, Mich., has been incorpo- 
rated, with a capital of $3,000 with headquarters at 3102 
West Grand boulevard. 

Samuel Gatter has opened a plumbing establishment at 
401 Blue Hills avenue, Hartford, Conn. Mr. Gatter is 
re-establishing himself after several years absence from 
the trade. 

The Hoffer Plumbing Co., 4126 West Jefferson street, 
Ecorse, Mich., has been incorporated, with a capital stock 
of $2,000. 

E. Stradley, 39 North Westmoreland street, Orlando, 
Fla., has entered the plumbing and heating business in 
that city and has plans under way for the erection of an 
office and display room in the central part of the city. 

The W. Miller Plumbing & Heating Co., New York City, 
has been organized and incorporated with a capital of 
$20,000, by M., C. and I. Miller. 


Business C hanges 


R. E. Carroll has sold his half interest in the Chisholm 
Plumbing & Heating Co., Seattle, Wash., to E. H. Chis- 
holm. 

E. F. Wolters has sold the Hester Plumbing Shop, 9 
Henry street, San Jose, Calif., to I. S. Malott. 

George Zaro has moved his plumbing and heating busi- 
ness from 441 Clementina street to 1311 Harrison street, 
San Francisco, Calif. 

W. W. Smetzer, of 2758 Chester avenue, Bakersfield, 
Calif., has sold his plumbing and heating business to his 
brother, who will continue the business at the same loca- 
tion. 

R. E. Olson, formerly of Olson & Ericson, Delhi, Calif., 
has purchased the Turlock Plumbing Co., Turlock, Calif., 





L. R. Burdakin of the Riverside Boiler Works; C. F. Fairfield 

of the Pittsburg Water Heater Co.; A. F. Curtin, president 

of the A. F. Curtin Valve Co--From photographs taken at 

the annual convention of the Massachusetts State Association 
of Master Plumbers, held recently in Boston 
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in partnership with his brother, F. Olson. 
will be continued under the same name. 


The business 


A. M. Goeddel, who has been in the plumbing business 
in Fresno, Calif.. for the past five years, has admitted as a 
partner David Raymer, who the plumbing 
business in Taft, Calif., for several years. The interior of 
their place of business has been remodeled and an up-to- 


has been in 


date showroom and a salesroom have been added to the 
establishment. 


NORTH AND NORTHWEST SIDE MASTER PLUMBERS' 
CLUB PLAYS BALL 

The first ball game of the Chicago season took place 

on Wednesday, June 2nd, between the North and North- 

west Side Master Plumbers’ Pleasure Club and a group 

of Chicago salesmen. At the end of nine hilarious innings 

in favor of the salesmen. 


the score was 9 to 2, The teams 


were as follows: 


Plumbers Salesmen 
M. Sauser, c Harold Stif, e 
Wm. Bahn, p Michael Wagner, p 
E. C. Wagner, 1b F. J. Wagner, 1b 
Walter Blythe, 2b Cc. S. Rouzer, 2b 
A. Fink, 3b Frank McMahon, 3b 
Elmer Sanger, ss C. EK. Johnson, ss 


Cc, Burmeister, If Matthew Wagner, If 
J. Blair, cf H. F. Straus, cf. 
Joe Ryan, rf. W. E. Impey, rf 


the 
slightly erratic playing and base running served only to 
add a little more fun to the play 
dent of the Plumbing Contractors’ Association of Chicago, 


A tricky wind made the fielding a bit ragged, but 


Jos. W. Cannon, presi- 


acted as umpire, without casualties, all his rulings being 
H 
men’s team, crossed the plate with four of the nine runs. 
On the toss-up, the plumbers won and took first bat, 
scoring one run in their half of the first inning. The 
salesmen evened it up in the second inning, and in the 


accepted loyally by the players. F. Straus, on the sales- 


third the plumbers pushed one more run across the 
plate. But three runs in the fourth, three in the fifth and 
one each in the sixth and seventh put the game on ice 


for the salesmen. A desperate rally was staked by the 
plumbers in their half of the ninth, but the salesmen 
tightened up their play sufficiently to squash the threat. 

Following the game, a buffet luncheon was served at 
the headquarters of the club, refreshments having been 
furnished by the courtesy of Jas. D. Marnane of the Gen- 
eral Building Material Co. 

At a short business session, with President George Mat- 
thews in the chair, the plumbers took up the 
matter of revising their membership list. Elmer Sanger, 
chairman of the Entertainment Committee, announced that 
the annual 4th of July picnic would be held at Wayside 
Park. While on his feet, he issued a challenge to the 
salesmen for a return game on that day and guaranteed 
that they would receive the short end of the score. The 
salesmen were understood to accept the challenge with 
much good-humored scoffing at the promised outcome. 


master 
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Asbury Park, WN. 4., 


GAVE BANQUET IN HONOR OF HARRY GREINER 


Harry Greiner, master plumber of Trenton, N. J., who 


thought to be a confirmed bachelor by his friends 


and who surprised them recently by getting married, was 


the guest of honor at a banquet given by a number of 


his friends at the Hotel Windsor, Trenton, Wednesday 
evening, May 26th The testimonial dinner given to Mr. 
Greiner was attended by sixty-six guests, all but ten of 


them being fellow masters, the others being represen- 
tatives of Trenton wholesale houses who are personal 
friends of the honored guest. 

The committee on arrangements, which included John 


J. Eldracher, John Edelman, Harry Jammer, Thomas J. 
Kerwick, Frederick L. Nitz, John Mickels and Thomas E. 
Tootell, had made arrangements for the customary 
peeches, as well as other entertainment. Toastmaster 


introduced John C. B. Wouters, president of the 
Master 
past president, 
H. Whalen of 


wood of the G. & H 


Bennett 
Plumbers’ Association, George Hornketh, 
Frank H. Fitzgeorge, plumbing inspector, 
Thomas Maddock’s Sons Co., A. E. Green- 


Robert Fielder of the 


Trenton 


Supply Co., 


Trenton Potteries Co., and Mr. Carey of Warren, Balder- 
ton & Co All these gentlemen made brief speeches. 
After Frank V. Walsh had given several baritone solos, 


Mr. Bennett presented a chest of silver to Mr. Greiner 
on behalf of the 

Mr. Greiner is a charter member of the Trenton Master 
Piumbers’ from 1918 to 


1921, and since that time has held the office of treasurer. 


guests. 


Association, was its president 


ATLANTIC CITY MASTERS ENTERTAINED BY SEA- 
SHORE SUPPLY CO, AND THOS. MADDOCK’S 
SONS CO. 

Atlantic City, N. J., guests of 
the Seashore Supply Co., Atlantic City, and the Thomas 


master plumbers were 


Maddock’s Sons Co., Trenton, N. J., on Thursday, May 
27th. The masters left their home city in busses pro- 
vided by the jobbing house at 9 o’clock, making the 


pleasant trip to Trenton in good time. After a trip through 
the old plant of the pottery concern, they were 
tained at luncheon, then piloted through the new large 
pottery on the outskirts of Trenton. After dinner, the 
delegation started on the ride back to Atlantic City. 


enter- 
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master plumbers at the plant of Thomas Maddock's Sons Co., as guests of the Sanitary Supply Co., of 


Avon, N. J. 


ASBURY MASTER PLUMBERS VISIT THOS. MAD- 
DOCK’S SONS COS PLANT 

Approximately fifty master plumbers from the Asbury 
Park, N. J., Association neighboring towns were 
guests of the Sanitary Co., Avon, N. J., at the 
Durock factory of the Thomas Maddock’s Sons Co., Tren- 
ton, N. J., on May 13. After inspecting both the old and 
plants of the company, the guests lined up for a 
photograph before the center section of the new pottery, 
Luncheon, 


and 
Supply 


new 


this picture being reproduced herewith. din- 


and bus rides were other features of the day. 


ner, 
SALEM ASSOCIATION HONORS T. M. BARR 
T. M. Barr, retiring president of the Oregon Master 


Plumbers’ Association was honored Saturday evening, May 
22, with a special party held in the Elks Temple in Salem, 
the home town of Mr. Barr. The affair was sponsored by 
the Salem Master Plumbers’ Association in order to pro- 
vide opportunity for the state association to present Mr 
Barr with a token of regard for his efficient services as 
president during the past year. Bart D. Coffey, National 
of Portland, on behalf of the Oregon Master 
Plumbers’ Association, presented Mr. Barr with a hand 


Director, 


ome gold watch. 

Mr. Barr has been in the plumbing business in Salem 
for almost forty years and is well known not only in his 
home city, but throughout the state. 
the party numbered about fifty, 
master plumbers and their wives from Corvallis, Albany 
and towns of the Willamette Valley. Charles J. Kelley, 
president-elect of the Oregon Master Plumbers’ Associa- 
tion, was present from Portland, and H. T. Sherriff, also 
of Portland, acted as toastmaster. 


Guests at including 





Charles Daly, of Bakersfield, Calif., is constructing a 
new building at the corner of Eighteenth and K streets, 
that city. The building will contain a modern plumbing 
shop, showroom and display room. 

Architect Robert D. Farquhar, Security building, Los 
Angeles, Calif., is preparing plans for a group of school 
erected at Country Club and Moreno 
The proposed buildings will cost 


buildings to be 
drive in that city. 
$400,000. 








Official photograph of ladies attending the annual convention of the 
held recently 





State Association of Master Plumbers, 


Pennsylvania 


in Erie, Pa. 
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Women’s cA uxiliaries 


Columbus Auviliary Entertained at Luncheon 


The Ladies’ Auxiliary and the Master Plumbers’ Asso 
Mr. 


ciation of Columbus, Ohio, were entertained by and | 


Mrs. J. R. Jacobs at a keno party and luncheon at their 
home, 323 East Whittier street, Tuesday evening, June 
Ist. The affair was a great success and was much enjoyed | 


by those attending. 


Kansas City, Mo., Auxiliary Maintains Exhibit 


The Kansas City, Mo., Women’s Auxiliary maintained 
two very attractive booths at Convention Hall, in that 
city, during a recent exhibition under the auspices of the 














Exhibit arranged by the Women’s Auxiliary of the Kansas 
City, Mo., Master Plumbers’ Association, at a recent exhibi- 
tion in that city 


Women’s Chamber of Commerce. Many visitors called at 
these booths, which were all the 
time, and the auxiliary feels*that much good publicity 
was secured by these exhibits. Mrs. Fred Hacker was 
chairman of the committee, and associated with her were 


crowded practically 





Another exhibit arranged by the Women’s Auxiliary of the 
Kansas City, Mo., Master Plumbers’ Association, at a recent 
exhibition in that city 


Mesdames Wm. Knox, John Friel, H. Pardee, and E. R. 
Hendricks. This committee gave much faithful work to 
this affair, and earned a well-merited success. 
are shown herewith. 


The booths 





25, 


Sam Williams, Grants Pass, Ore., will build a $ 000 
garage in that city. It will be of modern type, concrete 


and brick and will be constructed with the idea of expan- 


E 





sion when the business justifies it. 
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Always 
at the 
Top 





It is not “just luck’ that enables 
BROOMELL Certified 
Contractors, who always display 
the BROOMELL sign, to corner 
the best and most profitable heat 
They 


are in a position to give their trade 


Heating 


ing jobs in their community. 


better .heating installations and 


service. 
Let us tell you how BROOM 
ELL Certified 


tives increase 


Write today. 
VAPOR HEATING COMPANY 


York, Penna 


BROOMELL SYSTEM 


Representa 


their profits 




















Enterprise 


that is complete with lift wires, wire guide, 
rubber washer and nut. Made in 4 sizes. 


The name Enterprise stands for careful work- 


manship. It means that you are always safe 
in recommending Enterprise brass goods to 
your customers. 


Your jobber has them 


ENTERPRISE BRASS WORKS 


Muskegon Michigan 
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This bath room outfit includes a shower bath over the 

tiled-in corner tub, an oval pedestal lavatory 22x31 inches 

in size, and a vitreous china closet combination with cellu- 
id finish white seat. 


Write for catalog and name of Rundle jobber. 


RUNDLE MANUFACTURING CO. 
Milwaukee, Wis. 


RUNDLE 


Plumbers SanitaryEnameled Ware 









“AMERICAN” 
Radiator Carriers 


Patented 

















“American” Radiator Carriers eliminate the difficulties 
of handling radiators. Safety is insured and time saved. 
A trial wil convince you of the merits of this tool. 


rite for complete catalog of 
SERVICEABLE American Tools. 
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FLORIDA PLUMBING INSPECTORS HOLD ANNUAL 
CONVENTION AT ORLANDO 

The Florida Society of Plumbing Inspectors held its an- 

nual convention on May 29th, at Orlando, Fla. The meet- 

| ing was a success from every standpoint, and was big 











AMERICAN 





Harrison St. and Kolmar Ave. 








AMERICAN PIPE TOOL CO. 
’ Chicago, Ii. 





| step toward the improvement of public health in the «tate 


| The purpose of the society is to bring about a better u 


der- 

standing of the new state plumbing code among plumbing 

inspectors, master plumbers and journeymen in the state 

of Florida. 

The meeting was in charge of President H. L. Schaller, 

plumbing inspector of Miami. The delegates and guests 

| were officially welcomed to the city by Mayor L. M. Autrey 
of Orlando, who congratulated the inspectors on the pr 

gress they had made in improving the sanitary conditions 





in the state. J. Schewovitch of Miami reported on the va- 
rious kinds of septic tanks manufactured. The inspectors 
are trying to standardize the septic tanks throughout the 
state and get laws passed to that effect. 

John Fowler, state plumbing commissioner, urged the 
inspectors to uphold the laws and see that they are en- 
forced at all times. He said the master plumbers should 
be known as business men and not as plumbers. John 
Bronzonie of Tampa, state plumbing inspector, explained 
the exact meaning of a number of sections of the state 


| code about which the inspectors were in doubt. 





ond vice president; 








r - = 








Top picture, left to right: W. E. McAndrews, of Tampa; John 
Bronzonie, of Tampa, state plumbing inspector; John Fowler 
and George McDonough, both of Jacksonville, all state plumb- 
ing commissioners of Florida—Bottom picture: Plumbing 
inspectors attending the annual convention of the Florida 
Society of Plumbing Inspectors, held at Orlando, Fla. 


As soon as luncheon had been finished the election of 
officers for the next year took place. John Bronzonie of 
Tampa was elected president, H. L. Schaller of Miami 
first vice president; C. R. McIntosh of St. Petersburg, sec- 
W. C. Cooper of Winter Park, third 
vice president; W. G. Walters of West Palm Beach, fourth 
vice president. Orlando was again selected as the conven- 
tion city for 1927. The date will be decided upon at 4 
later time. 

John Fowler, H. L. Schaller, John Bronzonie and Pres 
ident George H. McGhan, Jr., of the Florida State Asso 
ciation of Plumbing and Heating Dealers, spoke at the 
banquet held that evening. George Bolton of Coral Gab! 


entertained with a number of stories and dances. S. Cam- 
eron of Miami, recited some clever pieces, while Jolin 
Savage and Freeman Moss, both of Miami, did the ‘ 


plane glide.’”” There were 61 in attendance, 38 of th 
plumbing inspectors. 





tin tim on on 
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This &° That, Here& There 


A. G. Rushlight, of the firm of Rushlight, Hastorf & 
Lord, Inc., Portland, Ore., received the nomination for rep- | 
resentative to the state legislature from Multnomah county 
at the recent primaries. He ranked as one of the six 
highest nominees out of a quota of thirteen to be nom- 
inated from the district. Mr. Rushlight served in this ca- 
pacity two years ago in the legislature, and that he dis- 
charged his obligation efficiently is evidenced by the 
plurality which he piled up again in the nomination. 

A $250,000 Musical Arts building will be erected in 
Portland, Ore., at Taylor and West Park streets. The 
Hurley-Mason Co. has drawn the plans and will be in 
charge of construction. Walter S. Hidden heads the cor- 
poration in charge of financing the structure. 


Packless Radiator Valves 


Wheel Handle, Lever Handle, 
Angle Pattern, Corner Pattern 


The W. T. Finnigan Co., Portland, Ore., has been 
awarded the heating contract on the building for the | 
Eighth Church of Christ Scientist, to be constructed at 
284 Imperial avenue in that city. The DeTemple Co., of 
Portland has been awarded the plumbing contract. The 
entire cost of the building will be about $130,000. 

The Pacific Telephone & Telegraph Co., Portland, Ore., 
will call for bids within sixty days for the construction of | 
the $300,000 addition to its main building at Oak and | 
Park streets, according to H. M. Durston, division com- | 

| 





mercial superintendent. See pages 96-97 Catalog No. 28 for typical 

Rushlight, Hastorf & Lord, Inc., Portland, Ore., have | application and roughing-in dimensions. 
been awarded the plumbing contracts on the Terminal 
Sales building on a bid of $14,000; the Mayer building, 
37 Morrison street on a bid of $15,000, and the building Ze. 
for the Washington Corporation on a bid of $15,000. cuicaco GPRS 2 

Fox & Co., Portland, Ore., have been awarded the 
plumbing and heating contracts on the apartment house 
which is to be built for Perry D. Tull. 

The plumbing contract for-the North Wilmington 
school, Los Angeles, Calif., has been awarded to Ains- 
worth & Gallup, 5853 Moneta avenue, in that city, on a 
bid of $6,375. The heating and ventilating contracts 
have been awarded Lohman Brothers, 232 South Spring 
street, on a bid of $7,699. 

W. G. Cornell Co., 19 Patterson street, N. E., Washing- 
ton, D. C., has been awarded the plumbing and heating 











from the time you place your order 
we cam deliver an L-1 bilge pump 
That’s Chicago Pump Service! 








The L-1 automatic electric bilge 
pump has been designed to meet the 
demand of the trade for a high grade, 
moderately priced unit for low and 
medium capacities." Manufactured on 
a quantity production basis, all parts 
are of the highest grade material 
obtainable and are standard and inter- 
changeable. 


The unit, including pump, motor, 
and automatic control is completely 
wired and assembled before leaving the 
factory. Let us send you Bulletin 
No. 119 which fully describes this 
splendid outfit. If you desire, we will 








} 


sa, be glad to send you information upon 
Designed to larger units. 
my on 
ments ‘rest Bilge Condensation 
es Sewage Circulating 
Vacuum Fire 
At the recent golf meet of the Plumbing Contractors’ Asso- Chicago Pump Company 
elation of Chicago—Upper picture: E. Hoelscher, Perry Rus- Quality Centrifugal Pumps 
sell, H. H. Diedesch, Paul Jacoby, Elmer Sanger and J. T. 2322 Wolfram St. Chicago, Ill. 


Fitzsimmons.—Lower picture: E. W. Payne, T. 8. MacKenzie 


ané A. Petersen SERRE mt 
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The public by thousands is turning 
to No. | Buckwheat Coal to save an 
average of $7 per ton. Thatis why 
Heating Contractors are installing 
so many thousands of 


Spencer 


steam .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 





Standard Heater Co. General Offices: Williamsport, Pa. 
New York City Boston Philadelphia Baltimore Hartford Buffalo 


Rocheste W ae gton Schenectady Syracuse Harrisburg 














At the onnual convention of the Pennsylvania State Assovcia- 
tion of Master Plumbers, held recently at Erie.—Top picture, 
left to right: C. H. Kramer, Allentown; William Evan, Jr., 
plumbing inspector, Lebanon, Pa.; D. E. Powell, plumbing in- 
spector, Lancaster, Pa., and J. G. Werner, Pittsburgh.—Lower 
picture: William G. Eckert, Oil City, Pa.; T. M. Dugan, Me- 
Keesport; John Sabin, Brownsville, and H. J. Wolford, 
Harrisburg 











contracts on the new buildings at Walter Reed General 
| | ie. te | hospital and Army Medical Center in that city, on a bid 
| THE QUALITY PLATE | | of $67,025. 
| ‘The discriminating buyer who demands the The Gal-Zak Hotel Co., Franklin, N. C., will erect a 
best the market affords, makes no mistake in new hotel on Trimont Mountain with 100 rooms. 
specifying our No. 10 Plate, which embodies 
supreme quality_in construction and finish The proposed Y. M. C. A. building at Middletown, Conn., 









for which funds are now being raised, will provide accom- 
| modations for 1,000 men and boys, and 300 women. 
| | Dormitory facilities will be arranged with 70 single 
| rooms. A gymnasium is planned to contain a swimming 
pool, courts, lockers and shower baths. 

M. J. Daly & Sons, 543-55 Bank street, Waterbury, 

Conn., have been awarded the heating contract on the girls’ 
dormitory to be erected at the State Normal school, Dan- 
bury, Conn., on a bid of $13,347. The plumbing contract 
has been awarded Otto Epstein, 38 Elm street, Hart- 
ford, on a bid of $11,794. 
Building permits at Milwaukee, Wis., have outdistanced 
those of last year for the same period, despite the fact 
that the month of May is behind that of 1925. Since 
the first of the year there have been 11,507 permits issued 
for work valued at $15,254,697 compared with 11,991 
permits for the same period last year for work estimated 
| at $14,969,502. 


HL ™ Biancrs & Corbin! | 
Manutacturing Company : 
SOUTHING tos 


COMBINED 
FOOT VALVE DECAIOR 
& STRAINERS 


Spherical shaped bronze poppet valve 
seats from any angle against genuine 
leather disc, resulting in an absolutely 
tight dependable valve. Perforated Brass 
Strainer. Highest grade materials com- 
bined with careful accurate workmanship 
assure long life and positive performance 
Adopted as standard by a great number o f 
plumbing and pumping equipment job- 
bers and dealers throughout the country. 
Write for details and prices 
DECATUR PUMP CD .8**,cerGute®. A resolution was passed by the common council of 
bd ecatur, 

Also Manufacturers of the Burke Super Turbine Pump | Monroe, Wis., at its last meeting directed at the plumbers 
in that city. It calls for the revocation of the license of 
any plumber who fails to comply with the city ordinances 
in the making of connections with sewer or water mains 
n any of the streets or alleys of Monroe, without first 
having obtained a permit from the city for such work 
According to the council, it was passed as a warning be 
cause some unsatisfactory work and some work done with- 



































Uniflow Water Softeners 


Simplicity-—Rugged and Simple in Design 
here are no unnecessary Devices to get 











out of order | out first securing permits has been reported. 

Easy to Install—-Softener shipped complete, | a » ds s ee 7 Tia Tae SP 
ready to install, only three simple con- Wenzel & Henoch, of Milwaukee, Wis., have been 
nections | awarded the heating contract on the two-story brick and 

Rosy to Ope mate Just four standard valves | tile apartment building being erected by the Cedar Street 

latachi an operate. 7 P 
: a Realty Co., at 2424 Cedar street, Milwaukee. There will 

Low Cost-—The Size No. 1, gives 600 gallons ‘ “ Kiighct 
of soft water at 20 gr. hardness between re be 24 apartments in the building. 
conditioning periods, and costs only $100 . i 
list. Size No. 2, $150. Size No. 3, $190 C. A. Hooper & Co., of Madison, Wis., have been 
Size No. 6, $375 , en Per 

iz $ awarded the plumbing contract on the motor truck service 

Large Discount —Write for Bulletin No. 40 station being erected at Madison for the International 
The Uniflow Pump & Mfg. Co. Harvester Co. The Pharo Heating Co., also of Madison, 

Fifth and Perry Sts. :: Dayton, Ohio will install a steam heating plant. The service station 

is being built at a cost of approximately $100,000, 
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The’ C. V. Simpson Co., Gainesville, Fla., has been | 
awarded the plumbing contract on the Engineering build- | 
ing at the University of Florida, in that city. J. P. 
Powers, of Bennettsville, S. C., has been awarded the | 
heating contract on the building. 

W. R. Dosher, 107 North Third street, Wilmington, 
N. C., has been awarded the heating and plumbing con- 
tracts on the consolidated schools at Wrightsboro and 
Forest Hills, N. C. 

The Dallas Heating & Ventilating Co., 2422 Alamo 
street, Trinidad, Tex., has been awarded the heating con- 
tract on the $50,000 school building in that city. 

The J. C. Korioth Plumbing Co., Perkins-Snider build- 
ing, Wichita Falls, Tex., has been awarded the plumbing 
and heating contracts on a $50,000 school building. 


Bartley-O’Neil Co., South Center street, Cumberland, 
Md., has been awarded the heating and plumbing con- 
tracts on the new $131,400 gymnasium and Sunday school 
building for St. Lukes church in that city. 

F. Lange, Mason, Tex., has been awarded the plumbing 
contract on the new Sunday school building for the 
Methodist church in that city. 

Cc. S. Garrett & Son, 162 East Washington street, 
Suffolk, Va., have been awarded the plumbing and heat- 
ing contracts on the new jail and jailor’s residence in 
that city. 

The Roche Newton Plumbing Co., Lubbock, Tex., has 
been awarded the plumbing and heating contracts on 
the new 10-story and basement fireproof office building 
for Mrs. M. D. Oliver Eakle at Amarillo, Tex., on a bid 
of $51,300. 

W. T. Monroe Co., Greenville, Tex., has been awarded 
the plumbing and heating contracts on the new 7-story 
bank and office building for the Greenville National Ex- 
change Bank. 

The Brasher & Rambach Co., 227 Laurel street, Baton 
Rouge, La., has been awardedthe heating and plumbing 
contracts on the $62,485 school building at Amite, La. 

The Stamford Hospital Association, Stamford, Conn., 
has awarded the contract to the Amsterdam Building 
Co. of New York City, for the construction of a four- 
story, nurses home to cost $200,000. Plans were drawn 
by George B. Post & Sons, 101 Park avenue, New York. 





At the annual convention of the Pennsylwania State Associa- 
tion of Master Plumbers, held recently at Erie.—Top picture, 
left to right: Paul Fritzsche and J. Albert Thornton, both of 
Borden Co., Warren, Ohio; Leslie Hall, president and G. C. 
Hay, sales manager, both of Hall-Will, Inc., Erie, Pa.—Bottom 
picture: T. Grover McCann, The Fulton Co., Knoxville, Tenn.; 
«. J. Snodgrass, Standard Sanitary Manufacturing Co., Erie; 
Thos. W. Clevenger, Cooper Sanitary Manufacturing Co., 
Philadelphia, and J. B. Morrison, Pittsburg Water Heater 
Co., Pittsburgh, Pa. 
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TRIPLEX 


Shower and Tub Fixture 


(Several Patents Pending) 























A complete line of this popular 
fixture shown in our supple- 
ment catalog. 


Ask your jobber or write for copy. 


MANUFACTURED BY 


Milwaukee Flush Valve Co. 


Milwaukee, Wis., U.S. A. 
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HIGH QUALITY 


HARTMAN INGOT METAL CO. 
SMELTERS & REFINERS 


METALS 


Telephones 2511 to 2525 West 21st Street 
Lawndale 3635—0827 CHICAGO 











RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 

















The Red Brass 
Fitting Line 


We make all styles of fittings, 
in round or flat bead. When 
ordering from your jobber ask 


for PHOENIX 


Phoenix Brass Foundry 
Irvington, N. J. 





““KRIEBEL”’ 
VACUUM RADIATOR 
AIR VALVE 


Lets the air out 
FREELY 
Keeps it OUT 
It’s Good, Try It! 
H. K. KRIEBEL 


253 E. Upsal St. 
Philadelphia, Pa. 


Pat. Pend. 
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Morris Knowles, Inc., Pittsburgh, Pa., is arranging for 
the construction of a 40-ft. dam at the Cooley Brook 
Reservoir, for the city of Chicopee, Mass. This project 
will cost $200,000, and an additional $25,000 has been 
appropriated for constructing a 36 in. conduit to the 
pumping station The improvements are expected to 
assure plenty of water for the city for 25 years. 

M. M. Friedman, Los Angeles, Calif., is designing a 
$100,000 store and apartment building which will! be 


erected on Washington boulevard, between Norwood and 


Park Grove avenues in that city. 


McHugh & Andrews, Aberdeen, Wash., have been 


awarded the plumbing and heating contracts on the audi- 


torium at Oakhurst Sanitarium at Elma, Wash., on a bid 
of $6,607. 

The city of Dayton, Wash., has voted to improve its 
water system by the building of a 650,000 gal. storage 
reservoir and new main lines of concrete pipe from the 


| filtration plant, recently completed on the Touchet river 


About $78,000 will be spent on the project. L. R. Stock 


| man, Baker, Ore., is consulting engineer. 


A sugar refinery, to cost approximately $1,250,000, is to 


| be built in Portland, Ore., by the Oregon-Washington 


Sugar Company, which has just been incorporated. 

















At the annual convention of the Pennsylvania State Associa- 
tion of Master Plumbers, held recently at Erie—Top picture, 
left to right: KE. N. Sharp, I. R. Warner White, D. S. Sander- 
son, A. C, Wilson, Melvern L. Dilks, W. A. Huebner, Arthur 
Ee. Lyali and P. M. Barrow, all of Philadelphia.—Middle pic- 
ture: C. L. Titus, past president of state association; A. M. 
Khodes and 8S. E. Williams, all of Uniontown, Pa.—Bottom 
picture:. Front row, A. Lentz and George Moeller; back row, 
William Boal, Harry B. Lentz, Robert G. Weir and Walter 
Jones, all of Philadelphia 


John Gallivan Co., Boston, Mass., has been awarded the 
heating contract on the new Orchard street school, Wate! 
town, Mass. 

The Texas A. & M. College, College Station, Tex 
making plans for the erection of a live-stock buildin 
which will be in the form of a memorial to the old t1 
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mun 4|©6NIEDECKEN 
SHOWER STALLS 


PATENTED 






An integral fixture absolutely leak 
proof and low in cost; equipped with 
Niedecken Shower, duck curtain and 
waste outlet fitting. 

The walls of the stall are made of 
No. 10 gauge copper bearing steel | 
which with the riser are welded to the 
bottom. 














After installation the exposed sur- 
faces must be finished with waterproof 
enamel paint. 











Niedecken Shower Stalls are furnished in battery of any 
number to suit requirements; the shower is on the inside of 
the wide side of the stall as shown by interior view. No piping 
is furnished excepting the riser pipe from Mixer to shower arm. 


Writer WMOFFMANN & BILLINGS MFG.CO. 


MANUFACTURERS SINCE (1855. 


Bulletin D-10X RA 1 LL WAU KK CE CE, u. Ss. A. 
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{ Push Paul Equipment @ ) 
Now For Profit 





Paul business lies all around you. Paul products 
sell in beth city and country. At the outskirts 
a of ycur community, there are many homes not 
| reached by city water service 1€1 
easy sales of Paul Private Water 5S 
Every TRENTON tems and Paul Septic 7 may be 
made to provide modern kitchens and 


fitting shows an at- 
tention to detail on 
the part of the men 
who made it, which 
is an accurate fore- 
cast of its future 


modern bathrooms 


Right in the city 
homes around you 
are hundreds of 
prospects for Paul” 
Soft Water Genera 





tors. 
erformance. Tren- , 
P T _ rc?) Private Water Systems 
to n Quality Fit- | bul, Soft Water Generator 
ting are recom- Use the coupon below to get complete in- 
mended for your formation on this very profitable line of 
roducts.for the modernization of homes. 


most important in- 


stallations. > Fort Wayne Engineering & Mfg.Co. 
FORT WAYNE, INDIANA. 











Your jobber has it. Pumps, Water Systems, Soft Water Generators. Septic Tanks 
~“ MAIL THIS COUPON NOW / 
THE TRENTON BRASS | [4 rs yeucmeorintuouis || ———_" 
& MACHINE COMPANY ” nn ees 
Name....---sccceccerccecees 7 








es = + Mae | A ENR LLCO ENN . 


Mention Domestic ENGINEERING when writing advertisers 
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“Are you in the swim?—Are you using Bead 
Chain of solid nickel silver for the waste and 
overflow of lavatories, trays, and tubs? For 
Bead Chain is surely in the swim. From every 
point of view—cleanliness, beauty, economy, 
durability—for the public building or the pri- 
vate home—Bead Chain for plumbing is un- 
excelled. Ask your jobber.’’—Bill Bead. 







USE 


BEAD CHAIN 


Trade Mark Reg. U.S. Pat. Off. 


The Bead Chain Manufacturing Co. 


Bridgeport, Connecticut 
Canadian Representatives, Stanley Brock, Ltd., Winnipeg 
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WADE 


Downspout Head 


It has a very desirable feature, inas- 
much as no expansion joint is required, 
since in case of expansion or contraction 
the pipe has ample play through the 
slip joint connection. 


Write for our catalog showing this and 
other Wade Iron Specialties 


Wade Iron Sanitary Mfg. Co. 
551-53 Fulton St., Chicago 
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At the annual convention of the Pennsylvania State Associa- 
tion of Master Plumbers, held recently at Erie.—Left to right: 
James H. Lutz, Harrisburg, newly elected president of Penn- 


| sylvania State Association; Mrs. and Mr. W. M. Logan and 


Mrs. James H. Lutz, all of Harrisburg 


drivers of Texas. The cost of the structure will be 


$300,000. 

J. S. Van Hope, of Los Angeles, Calif., is having plans 
drawn for an apartment building near the entrance to 
Breckenridge Park in San Antonio, Tex., to cost $300,000 
and to be built in three units. The first two of these units 
will contain 45 four-room efficiency apartments while the 
third will be designed for bachelor apartments having a 
total of 55 rooms. A garage is planned for the basement 
of the building. Construction will be along Spanish lines 
of architecture and will be of brick, tile, stone and con 
crete. 

L. L. Barr, 19 West North street, Greenville, S. C., has 
been awarded the heating and ventilating contracts on the 
new $350,000 Shrine Hospital for Crippled Children, in 
that city. Eden & Moon, 108 Pendleton street, Greenville, 
have been awarded the plumbing contract on the building 

Buerkel & Co., Inc., Boston, Mass., have been awarded 
the heating contract on apartment building 
Beacon street in that city. 


a new on 

The heating and plumbing contracts on the new Bridge 
street grammar school, at Northampton, Mass., have been 
awarded R. E. Davies of that city. 

Lynch & Woodward, Boston, Mass., have been awarded 
the heating and ventilating contracts on the new Botany 
building at Wellesley College. The same firm has also 
been awarded the contract for alterations and additions to 
the School for Crippled Children on St. Botolph street, 
‘Boston. 

Browne & Fay, Medford, Mass., who have done a large 
amount of real estate construction during the past year, 
have started the erection of a 44-apartment block at Main 
and Brooks streets, Medford, and will also build 17 single 
houses on a tract on Royall street in that city. 

Leroy M. Babcock, of Essex, Conn., recently completed 
an addition to his plumbing establishment on Cross street, 
in that city, which doubles his floor space. 

James R. Tetler, of Methuen, Mass., has been awarded 
plumbing contracts on the new building for the Methuen 
American Legion Post No. 112. 


M. J. Daly & of Waterbury, Conn., have 
awarded the heating and plumbing contracts on the new 


Sons, been 


parochial school on Beecher avenue, Waterbury. The 
school will contain eight class rooms. 

The Boston Consolidated Gas Co., Boston, Mass., has 
awarded the plumbing contract for its new office build- 


ing at Stuart and Arlington streets to Henry J. Lyons, 20 
D street, South Boston. The new structure will b« 
of the big buildings in the new Park Square district, oD- 
posite the new Statler Hotel, now under construction 
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‘illiam McKenna, of Boston, Mass., has been awarded 
the plumbing contract on the new Middlesex Theatre and 


blo k of stores in Malden, Mass. 
J. Laquerre, 274 Camp street, Meriden, Conn., ha 
been awarded plumbing contracts on a 


dence on Prospect street for A 


two-family resi- 
a cottage on Wood 


Meriden Trade 


Genest: 
and the heating contract on the 


Council building in that city. 


street, 

ohn F. Greene, 123 Maple avenue, Hartford, Conn., has 
been awarded the heating contracts on several residences 
on White road for C. J. Dahl 
the heating contracts on a residence on Canterbury street, 
for R. V. Bonadies and on a new residence and garage in 
South Manchester, for William A 


He has also been awarded 


Knofia 

Henry Osterman, Walla Walla, Wash., 
for a school building to be built at Weston, Ore., 
$75,000. will be 


is drawing plans 
at a cost 
of about about July 
10th. 

Otto Steingraber, Jefferson, Wis., 


heating and plumbing contracts on a public garage which 


The plans ready 


has been awarded the 


is being erected in that city 

\. D. MacRae, 26 Main street, Concord, Mass., 
awarded the plumbing and heating contracts on the pro- 
posed building for the First Church of Christ 


has been 


in Concord. 





At the annual convention of the Pennsylwania State Associa- 
tion of Master Plumbers, held recently at KErie—Top picture, 


left to right: C. Ernest Shank, Rosemont, Pa.; T. F. Dempsey, | 


Craig, all of Philadelphia.—Middle 
Chester, Pa., secretary, Delaware 
White, Chester, president, 
Cleary, Quaker City Spe- 
Rhoades and Frank Fox, 
Stewart, Pitts- 
Ries, all of 


(. R. Reeves and L. J. 
picture: Geo. J. Liggins, 
County Association; Horace W. 
Delaware County Association; J. A. 
cialty Co., Philadelphia; James F. 
both of Chester.—Bottom picture: 
burgh; C. E. List, C. F. Greiner and A. G. 
Homestead, Pa, 


George B, 


A. B. Fels, 48 Union street, and Rice & Ruben, 70 India 
street, both of Portland, Me., have been awarded the heat- 
ing and plumbing contracts, respectively, on the proposed 
Scarboro high school, at Scarboro, Me. 

Kf. H. Dougherty, of El Paso, Tex., has been awarded 
the plumbing contract on the Brunson tuberculosis sani- 
tarium in that city. The heating has been 
awarded the Elliot Engineering Co., also of El Paso. 


contract 
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Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 





neumati 


TANKS FOR: High pressure gas and air storage P 
water systems Gasoline and oil storage Oil burning equi 

ment- Open top Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure -the tightest, safest, strongest tank it is 
possible to construc t by any known process. A.S.M.E.code tanks 


INSURANCE 


AGAINST FLOODED BASEMENTS 


EERE EEE 














* 
Where the Signet Drain installed there can 
be no back water * 
A perfectly reliable trap that automatically 
keeps out sewage, gas and germ * 
# . . . 
4 Always works r 
* Nothing to get out 
ge f rder Br 
* working part ib 
* merged . 
+ ’ * 
* The Signet is clean x 
* sanitary, simple, dur * 
* able and efficient * 
* * 
Gp Pat. Dec. 3, 1914 * 
* Crampton-Farley * 
@ Write for Brass Co. 
se Details Kansas City, Mo. + 
me “ 
BRE GR GR GR Be eG Fe Se) Ge He! GRP Get GIR Ske) Ge) GR) GR Se} GE Ge oe GR SR GE Ge de GEO He OR + 





Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper —Galvanized 
ron 
Every Flashing Adjustable 
Every Flashing Perfect 





Manufactured only by 


SIMPLEX MFG. COMPANY, 213 W. Austin Ave., Chicago 
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Bath a Day “n+ 


Bath a DayStickers. 114" diam., orange and 
black, to stick on letters, bills, etc. 45c per 1,000. 
Bath a Day Buttons. 7%” diam., with pin. 
$1.75 per 100. 
Bath a Day Signs. Orange and black, 634" 
diam., for windows, windshields, etc. 10c each. 
Bath a Day Posters. Orange and black, 21” 
diam., for windows, billboards, etc. 10c¢ each. 
Please send check with order. 
DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Helps 
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When Ordering Range Boilers Specify 
Eafco Universal “HAWKS” Stands 





being made to fit any size or make of 
and will give a larger n.easure 
All “HAWKS” Stands are 
14 Malleable Tee Pieces which 


They are easier to install 
tank, and adjustable to any height 
of satisfaction to your customers. 
furnished with 1x*,, °4x°4, or °4x 
eliminate all chance of breakage. 





Each stand consists of four pieces, packed in a sealed 


caiton, ready for use and is backed by the regular 
“EAFCO” guarantee. Orders shipped direct from 
stock. 





THE EASTERN FOUNDRY CO. 
BOYERTOWN PENNA. 











San Francisco Office 
623 Larkin St. 


New York Office 
50 Church St. 


Boston Office 
428 Old South Bldg 


Philadelphia Office 
920 Drexel Bldg 























This wheel will 


save your 
time 











MONARCH It's made of the finest drop forged, tool 
steel-hardened to give real service under all 
conditions. Always specify ‘‘Genuine 

Pumps and Water Softeners Barnes” Pipe Cutters, with ‘Genuine 


Cutter Wheels and Pins stamped 
All sizes to cut 


Barnes”’ 
like the one shown here. 


Noted for their many special features 





Pumps $90.00 and up; Softeners $100.00 and up 


Monarch 


stand 


pump features that 


out are 


Special Self-oiling system 
Special Two-pole switch 
Special Piston-rod sleeve guard 


Unusual sturdiness and simpli 
city also characterize the entire 


Monarch line 


Pumps and pumping systems 
available for both shallow and 
deep well needs 


The single-valve control elimi 
nate; all complicated parts 
making it impossible for the 
softener to corrode 


Armco rust-proof iron in Mon 
arch tanks removes all danger 
of salt brine rusting out the 
tank 


These two features alone make 
the Monarch the outstanding 
softener 


Send for General Catalog DE-6. 


THE MONARCH ENGINEERING COMPANY 


230 East First Street 


Dayton, Ohio 
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pipe from %-inch to 12 inches. Regular or 


knife blade shape. 


Order from your jobber 


THE BARNES TOOL CO. 


New Haven, Conn., 


U.S.A. 








G when writing advertisers. 
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Bath a Day -Alovement Ws g 





-~ 
attention below to possible uses of “The Story f the Zs 
; , y y ’ 7 a 
1 the other material which has been created for the \ SG 
J ( 
Bath a Day Movement. The most im \- 
= 
Srsent Sse an ae . i 
portant use of this material up to now r 
has been, of course, the placing of ( s 
“The Story of the Bath’ in the schools at 
‘ : - a ‘ x 
of 160 cities and towns in the United ( 
\ 
States. In these schools it ts used for |] » 
supplementary reading and in_ those ( 
inities hundreds of children have carried home with the) A \ eV) . 
$ ’ “ , 1 i \ 
istically the message that “A Bath a Day Keeps You Fit t } \ 
. %9 . .? , ‘| } 
Way.” Such publicity cannot be measured in dollars and | J —_ 
It has meant present prospects in homes needing bette) \ | - - 
facilities; 1t means future prospects because these chil A | =) or \ 
nee they have learned the value of frequent bathing, a \ | 


q rt? 


to demand better equipment as they grow older and have 


influence m their parents’ homes, and when they build the 6 


HE summer months will bring many state and 


county fairs. Aggressive firms, and local associa- f 00 
tions in our field will be exhibiting at these fairs ac , CC 
Remember that people come to them for the purpose of 


looking over equipment which is to be installed imme e 99 
diately or at the end of the harvest season. Thousands iM a or one 
f the latest, will fur 


of prospects, interested, eager to see 
The first HAT’S what Henry Lane 


nish opportunities for sales 


Not all of these people will be ready to buy. 
thing to do is to give them some type of sales literature of Newton, Mass., reported 
which will keep your name in their minds so that later after 80 jobs of |!» to 2 inch 
in the year when they do buy they will come to you. The pipe cut and threaded with his 
fair be your opportunity to Bet s desioed assent before them. Power Boy 

“The Story of the Bath"’ will furnish enjoyable reading - 
in the homes of these people. The grown-ups as well as We know that the Power Poy threcds, 
the children will find it amusing as well as informative; cuts-off and makes up fittings at the 
and without appearing to do so, the booklet will educate turn of a switch, but the man who 
them in right habits of bathing. appreciates the outfit most is the 

Make the most of the opportunities offered at these man who puts it to a real test. 





fairs by distributing “‘The Story of the Bath,’’ and the 
various Bath a Day novelties. Write for a sample copy of 





To those of you who are not now 
familiar with the Power Boy, we say: 








“The Story’ and full details about the Bath a Day ma- 
terial. 





“Don’t be satisfied with what you 
read here. See this outfit demon- 
strated at your supply house 
or send the coupon below for 
complete information and our 
attractive terms.” 














THE OSTER MANUFACTURING CO 
Manufacturers of the most complete line of 

pipe threading equipment in the world 
2077 East 61st Place, Cleveland, Ohio 








Please send me List 58 showing the Power 
Boy in action and your attractive prices on 
this great time and labor saver 


Name 





Stree 

At the annual convention of the Pennsylvania State Associa- von 

tion of Master Plumbers, held recently at Erie.—Top picture, Dity 

left to right: H. W. Oster, Jr., A. S. Gould, A. J. Summa and 

K. J. Oster, all of Oster Manufacturing Co., Cleveland, Ohio.— 

Lower picture: G. L. Miller, Mr. Field and H. C. Kasta, all of 
Duro Co., Dayton, Ohio 
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PIPE WRENCH 











HE “‘big’”’ time of year for master 
plumbers is fast approaching. In 
another week representatives of the trade fromm all 
parts of the country will meet at Louisville, Ky., for their 
44th annual convention. From all indications it will be 
unparelleled in entertainment, attendance, speakers and 
thorough discussion of the important questions confront- 
ing the industry. 

We have not the space in this column, nor is it the 
purpose of this column to go into detail on the conven- 
tion program. Such information belongs in another part 
of the paper. The fact remains, however, that much will 
be discussed that will be of interest to users of Black- 
hoard Epigrams. Advertising of all kinds will undoubt- 
edly be thoroughly discussed. Delegates who bring back 
new ideas along this line to their fellow association mem- 
bers will be doing much towards the betterment of busi- 
ness in their locality, as there is nothing that will in- 
crease business more than good advertising. 

We realize that certain kinds of advertising cost more 
than many masters feel they can afford to pay—and it is 
for them mainly that we run this epigram column. If 
you feel you cannot run more than one insertion a week 

| in your daily paper why not let these epigrams work for 
you the other six days of the week. After you have fixed 
up a blackboard it will not cost you a cent. The original 

| cost is all—there is no upkeep. We relieve you of the 
responsibility of finding new epigrams by giving you a 
supply in this column each week. All you need to do is 
copy one on the blackboard every morning when you 
first open your store. It is a good idea to do this at the 
same time each morning and so get the habit. It is a 

Only brand new pipe is used in the | good one and you will never regret having acquired it. 

manufacture of Pabst Nipples. The |' Here are seven for next week: 

threads are cut uniform, sharp and 

clean. 
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Everybody enjoys the afternoon the boss takes off to 


play golf. 
* . * 


Pabst Nipples are easy to screw up and 
they stay tight. | aie aa 


Look for the name PABST on every | People with gimlet eyes usually are great bores. 


Some men rise by airplane and others by plain air 


A . . . 
genuine Pabst Nipple. PB 
A pessimist is a man coming back from going fis! 


Order from your jobber Soe 
First thing the early bird seems to get is the 


Fred Pabst Co. Mfrs. | at bi © s 


917 Chestnut St. Milwaukee, Wis. One and one-half cases of love make one divorce: 
* . 





Keep out of the limelight. It may make you 
like a lemon. 


\ municipal swimming pool, 60x160 ft., to cost 
$11,090, is to be constructed in Denison, Iowa. 

The Y. W. C. A., of Poughkeepsie, N. Y., is ab 
begin the construction of a swimming pool and g) 








| sium 








The regular tub 


on base 
continues to be 
both sanitary 


and 
economical 


ConNEMAVGH IRON WoRKS 


LATROBE,PA. 
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WATER — 


STANDARDIZED! 


Reduces Inventory — Increases Turnover 


One Size; The ‘‘Bull’s-Eye” is  recom- 
mended for use on any range 

boiler from 30 to 66 gallons capacity. It is in 

successful use today on many larger tanks. 


One Type: Made in only one type the 


water’s around the heat in- 
stead of heat around the water. No coils to 
clog or lime up. The most efficient heater. 


One Finish; '!cavily galvanized inside 


and out, the ‘‘Bull’s-Eye’’ 
combines long life and beauty. The only heater 
that can be galvanized. 


One Price: ‘old at one standard price to 
plumbing jobbers who stock 


*‘Bull’s-Eye’’ Heaters, and give you quick service 
on delivery. It has a suggested resale price. 
Write for folder. Please give your jobber’s 
name and address. 


THE DUNHAM COMPANY 
Since 1846 
BEREA, OHIO 
Suburb of Cleveland 
DISTRIBUTORS: 


DETROIT RANGE BOILER & STEEL BARREL CO 
Detroit Chicago St.Louis San Francisco New York Trenton 


EDWARD EHRBAR, Inc., Brooklyn, N. Y. 


THE OLD WAY THE NEW WAY 


The Bull's Eye in one 


A large stock of water heaters : 
A larg seed ws size—one type—one 


in many different sizes and finish meets all ordi- 
types required to meet your nary hot water re- 
. . quirements. You 
customer's demands. carry but a small 


stock. 


PAZ beg y ; 


June 12, 
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FOR LIMERICK FANS 
more last lines this wee from Ima Dill, Victoria, V. 1 
There was a plun ber fron Vin { 
Who never had learned to wipe a 
So they gave him some lead 
And said, “Use your head | 
Then you won't be so blooming flambuoyant.’ 
other version of Ima’s is 
“Or with gore your mug I'll ann 
that most of the Limerick fans have had their chan 
hat one, we propose the newest Limeric) t thre h 
kiln 
There was a plumber from Piute 
Who was most awfully ciut 
Went to fix a bad leak 
But let out a shriek } 
et's see what you make of this mystery A shriek in the 
t from the basement! What did the plumber see What 
made him let out that blood-curdling shriek? This was in 
the early days of the West when men were men and many a 
man shot his differences out with his rivals over such trivial 
matters as last lines for Limericks Now we settle such | 
' 
a ites peacefully Just send in your last line to Pipe | 
Lit NOW! 
THIRD GRADE HISTORY 
Teacher: “Can any one tell me anything about the Order of 
t Bath?” 
Pupil: “T can. At our house it’s Ma, then Pa, then Mamie 
and then me.” G. FE. H., Humboldt, Kans 
SELL YOURSELF 
A barber reported for work two Hours late 
What's the big idea?” demanded the boss 
I'm sorry,” replied the barber, “but while I was shaving I 
talked myself into a shampoo, hair cut and massage.” 
G. H., New York 
C. A. B., Chicago, writes to say, “When we lived at an apart 
ment hotel we had a chambermaid who had been discharged 
is cured from the insane asylum. She was still eccentric 
and possessed of religious. mania. She said, ‘It says in the 
Bible “‘Whom the Lord loveth He chasteneth,” and he certainly 
chased me,’” 
UNANIMOUSLY AGREED 
What is de usefullest kind o’ food dar i asked Julius of 
his wife, Matilda. 
“Ah spects chickens is, case you-all can ea ‘em ‘foh dey's 
borned an’ after day’s daid.” lL. B., Boston 
en | 
PROBLEMS OF PROHIBITION 
This bootleg licker is goin’ to compel to put up a new | 
I ling in Crimson Gulch,” said the olde inhabitant. 
llow soon?” asked the visitor. | 
Jes’ as quick as we can decide whether to make it a fail 
hospital.” W. S.. Washington, D. C. | 
IMPOSSIBLE 
m going to have red hair,” said the young sheik, 
“Or bust.” 
hen you'll bust,” said his friend, “for you know, ivory 
Don’t rust.” =. a Marion, Ohio 
FOUR-ELEVEN 
Mother: “Do you think that my daughter will ever be able 
to do anything with her voice?” 
Music Teacher: “Well, madam, it might come in useful in 
A of fire.” T. B., Albany, N. Y. } 
Now for the wide-open spaces, where a man is a man and | 
the well known road to perdition is paved with golf balls 
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Here’s a line you 
can install with per 
fect confidence. 






Our 
Catalog 


There’s more than 
38 years experience 
behind it. 







Fig. 417 Information? W: 
Vent 
Wes Jones Hollow Ware Co. 





Baltimore, Md 










No Roof Is 
Superior to- 
Its Flange— 


PLUMBER 
le 


1s 


Therefore, som«e 
the father of 


The Bullard Roof Flange 


every aky roof 


FLANGI 


installations 


only PERFE¢ by 


‘ 


Satisfy 


is acknowledged as the 


busy men who have made ing 


THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
00000006009 S808 900008000088 899999050309€ 
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PLUMBING 
SPECIALTIES 


We 


screw-on OI 


make two types of closet flange 


slip-on. High grade mate 


rials and careful workmanship are char- 
acteristic of the Washington line. 





Order through your jobber 
Write for Catalog B 


The Washington Metal Products Co. 


Washington, C. H. Ohio 











UNCONDITIONALLY GUARANTEED 


»ARROW > 


TRADE MARK 





Fmm=aw 
NAZI 


PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Clare and Kloman Sts, Baltimore, Md. 

















DOMES 















inges of the 
Better Kind 


Hinge No. 100 — Close-Ruf 

GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 

Hinges for all types of toilet seats 








For Thorough Protection 


HCA 


Hie. 
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aie 


against seepage trouble you can’t do 
better than to buy a 


BOOSEY 


Seepage Shower Trap 





It’s the best insurance on the market 
for freedom from troublesome leaks. 


Write for our Catalog 


The Greenwood Mfg. Co. 


5140 Hamilton Ave. Detroit 
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Heating Department 


Lee S. Cl 





1,585,019 Oil surner 1adwick, 


Heights, Ohio, assignor to Perfection Stove Cor 
Cleveland, Ohio. In a burner of the character set for 
combination with the wick, adjusting means for 
and lowering the wick including a rotatable spi: 
head secured to the spindle, a ratchet wheel rotat: 
the axis of the spindle, said wheel and said head 
one a tongue and the other a recess for the re: 
of the tongue and which is of greater circumfer: 
extent than the tongue whereby a “lost motion” d: 








1,585,019 


and the ratchet 
} 


connection is effected between the spindle 


wheel, a member arranged to be engaged and moved 


the wick, a pawl carrying element connected to said mem 


adapted to be engaged witl 
said 
connections thus estal 


pawl on said element 
of the ratchet when 
vated by the aforesaid member, the 
lished the wheel and said 
ing said member to be 
the of the 
the rotation of the 
of the wick 
frictionally 


ber, a 


a tooth wheel element is ele 


between ratchet member 


withdrawn from the wick thro 


wick adjusting means limiting 


ratchet 


means, 
wheel thereby 
and a 


action 
to arrest move 
brake member 


ment adjusting means, 


engaging the ratchet wheel to retard the lat 


ter’s movement. 

a : * 
Kenneth K. Roby, Wabasl 
Honeywell Heating Specialties Com 
The combination with an eles 
having 


1,585,629. Motor Control. 
The 


Indiana. 


assignor to 
of Wabash, 
motor, 


ind., 
pany, 
thermostatic switch two circui 
of switches having cont 
movable with the 
switches when in a predetermined position being adapted 


tric of a 


closing positions, a plurality 


in synchronism motor, one of il 


1,585,629 


te establish the circuit for circuit closing s] 
the the other 
adapted when in a predetermined position to establi 
the 
switch, 
the 
one of 


the 


one 
and 


motor 


tion of thermostatic switch 


motor circuit for other circuit closing position 


operated by low \ 1g 


for establishing a 


thermostatic and a relay 


conditions in motor circuit 


circuit to said movable contact switche 





switch. 





pendently of thermostatic 
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1.585,221 Oil Burner. William E. Wine, Toledo, Ohio | 
4n oil burner comprising a base having a hollow hub | 
nozzie having spacer ribs formed on its outer pe sieliaie: 
ond fitting within said hollow hub and allowing air to | 
p between the hub and said nozzle for cooling the same, 
said nozzle having a head with its edges extending beyond 


the walls of the hollow hub, a rotor pivotally mounted | 











in said nozzle vanes on said rotor, a manifold co 
perating with the base and rotor for actuating the latter 

shaft and the head of the rotor so arranged with re 
pect to the nozzle that the fuel may flow around the shaft 
and upwardly against the under surface of said rotor, 
ineans for supplying oil to the nozzle and means for sup- 
plying water to the nozzle to be transferred into vapor | 


carbonization of the nozzle and rotor 


* * ” 


to thereby prevent 


1,585,257 Balanced 
Wis 


pipe, a T 


adiation Control for 
Meyer, 
having an 


Adjustable R 


Pressure Radiators. George J. Milwaukee, 


In combination, a radiator outlet 


| 
coupling connected therewith, a drain pipe connected with | 





overflow having | 


angular 


pipe 
comprising 


the T-coupling, and an 


swivel with the T-coupling, and 


tubes one 


connection 
having 
having 


within the other and one 
communication with the pipe 
with the drain pipe. 
* * * 


a pair of 


outlet and the other 


communication 
Oliver J. Moussette 
burner, the 


1,585,311. Oil Burner. 
Hill, N. Y. In an oil 
plate having a depending imperforate 


», Richmond | 
combination of a base 
rim adapted to rest 

having a central | 


upon a furnace grate, the base plate 


through and having a downwardly inclined 
an annular igni- 
said opening in spaced relation 
plate 


there 
innular portion leading to said opening, 


pening 


tion pan disposed within 
"yn said 
and supported thereby, 


downwardly inclined portion of the base 


the pan having concentric grooves 


its upper side and. having its side at its edge 


flush with the 
tion of the 


upper 


upper side of the downwardly inclined por 


means 
burner 


base plate, a wick in the outer groove, 


for supplying fuel to the inner groove, a lower 


disposed above the ignition pan, means co-operating 


the inner marginal portion of the ignition pan and 


ENGINE! 


CRING 















The Only Die Stock 


For Threading Pipe 


With Adjustable, Quickly-opened dies 
and a positive acting lock to hold them 
in their working position. 








The 
“DUPLEX” 








A name favorably known. 
In the present pattern we 
offer a very superior tool, 
with or without ratchet, 
especially for 14 - inch 
pipe and smaller 

Ratchet Pattern 


THE HART MFG. CO. 


2316 East 20th St. Cleveland, Ohio 
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We Recommend 


for the particular plumber the KING BRASS END 
UNION, if he wants to finish up a good job well. Not 
only fine quality is in its favor —best grade of iron with 
brass end, Briggs standard threads —-but the price is 
reasonable. 


These unions are carried by the leading jobbers 
If your jobber cannot supply you, write direct. 


a, KUNG. 
usoxs UNION 


THE KING UNION COMPANY 


HILLS GROVE RHODE ISLAND 


— 


a - 
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Rugged Allwite China 


assures permanent beauty 
in this Central Tub Filler. 


r , 
ADT 


Order Through You 


CENTRAL 


BRASS MFG.CO. CLEVELAND 








Have you any used 
tools? 


No doubt you have. Chances 
are, they are lying somewhere 
Possibly 
new tools have replaced the old. 
These old tools will bring you 
dollars if advertised in the “For 
Sale” columns of DOMESTIC 
ENGINEERING. Some 


plumber in another locality may 


around your shop. 


be waiting to obtain these tools, 
m good condition, at reduced 


prices. The very low rate of 8c 


per word makes the Classified 
Page a good buy. 
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the bottom of the burner plate to clamp the burner plate 
» the ignition pan in vertically spaced relation, an per 
irner plate disposed over and mating with the wer 
burner plate and supported at the margin of the tter 
in spaced relation thereto, the space between the | ner 
plates diminishing vertically from their centers to their 
ind the upper burner plate having an up dly 
, (A) ws ; 

ry : 4 - : Boat a ate j 

ta fa So —Y w 4 | 

~~ SS ~ > a o 2 | 

Tae | ! OPE BiaMe Aika, & | 

"e . wads |! 1% yy +4] i 

es SY 

7 at 4 ‘ 5 tatty | 

AU AT AS ANAT ASTRA 

AFATASATAY AY, EBRERRERS 





4 1 
nd outwardly extending margin overhanging the I 
irdly inclined portion of the base plate and pa l 

therewith, and means for supplying fuel to the spa be 

t n the burner plates at the center thereof 

= ng D 
Plumbing Department 
1,585,366. Hot-Water Heater. Fred Wilbur Birt: 
Porte, Ind., assignor to Bastian-Morley Company, La Port 
Ind In a water heater of the character described the 


ombination of a supporting ring member having an an 


ular base portion and provided with an upwardly extend 


ing outer annular flange and a plurality of upwardly 
extending lugs concentrically arranged with relation to 
said upwardly extending outer annular flange, said up- 
wardly extending lugs being spaced inwardly from said 
outer flange, a heater cover for heater insulation, the 
lower end of which is placed against the inner surface 


f 


of said outer flange, insulating material between the inner 





surface of said heater covering and outer surface of said 
1,585,366 

plurality of lugs, a main wall of said heater, the vel 

end of which is secured to the said plurality of lug 1 

outer flange, heater covering, insulating material 

nd main heater wall being apertured, and a bolt es d 


ing through each of said apertures and secured wit! 


upon the inner surface of said main heater wall w! 


aid heater wall is spaced apart from said heater i! 
ing wall by said lugs and held rigidly and firmly in 
wall, the 


the 


end of said main heater 
and 


and whereby the 


said outer heater insulation wall, ends 


interposed insulation are capped. 
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1,585,557. Foot Toilet-Flushing Control. Ellis D. 
Miller, Berkeley, Calif. In combination with a toilet bowl 


DOMESTIC ENGINEERING 








THE RED RING 


JOHNSON 
GAS LIGHTER 


for Water Heaters 


having a flange at the bottom thereof perforated to allow 
bolts to extend there through for anchoring the bowl to a 
supporting face, a toilet flushing control comprising an 
element adapted for fastening to one of said bolts, a foot 
lever pivotally mounted in the said element to extend 
along the side of the bowl and a link leading directly 








from one end of the lever to a flushing tank. will keep the dol- =< > 
. A Ps lars jingling in an 

your cash register. ad 

1,584,895. Tap, Faucet, or the Like. Frank Arthur | Your customers need this service and you iY ! 





get the profit. 


Rowe, Olean, N. Y. Ina tap, the combination of a casing 
NOW is the time. 


having two passages formed therein, valves controlling 
said passages; single means by which said valves may be 
actuated together or either one independent of the other, 
said means being mounted on said casing by means of a 
ball and socket joint; and resilient means normally tend- 
ing to cause frictional engagement between the ball and 







Your Jobber or Us. 


JOHNSON-MURPHY CO. 


10226 WOODWARD AVE., DETROIT, MICH. 

































‘ + ED Ab a <a — “uke cUMme sm 
the socket to prevent relative movement of the ball and 
the socket. The 
COVER 
i Perkins Insert wane i 
“39 saves you lots of putter- oieneneacaain 
ing around. The install- i vhasien 3° HORIZONTAL 
16 i ation labor is the only ines eukecetioas 
labor necessary—there are |, \Caews 
ss no nails to cut off, con TAPERED 
sequently the surrounding Primero A a 
_16 ” concrete stays smooth. 
a0 1,585,202 Four Sizes: }’, }", }’, 2’. 
Jd 7 (4-8 
As. » ss Let us send you details. 
4 ac HOMER C. PERKINS CO. 
= 4 x 30 Oliver St. Boston 
_— a EN 
AN AY 
se 4d? 
1.584.895. Domestic — Industrial 


and Swimming Pool 


Water Filters 


A standard size for every use. 
Slot hamuesecte) (come rem@lecmmOh\ seme at tole 


1,585,202. Septic Tank. Charles J. O’Hare and Robert 
G. McWilliams, St. Petersburg, Fla. A septic tank pro- 
vided with an internal vertical partition extending from 
top to bottom and disposed at a point between the center 
and one side to provide relatively large and small com- 
partments, said partition being provided with a central 
opening affording a passage between said compartments, 
intake and discharge openings formed in substantially 
diametrically opposed sides of the tank at points just —— 
above the normal fluid level and adjacent said partition, Get Our Quotation on Your Jobs 
the intake opening being arranged on one side of the par- 
tition, and the outlet opening being arranged on the oppo- ) ‘ 
site side of that partition, and a pair of open ended sub- GRAVER Gopontion 
stantially arcuate shields of duplicate design formed in- 110 Todd Ave. 
tegral with the wall of the tank and said partition, said 
shields being co-operative with the respective openings 
and being located on opposite sides of the partition, hav- 
ing their upper ends extending above the normal fluid 
level and their lower ends extending below said level. 

s 8 * 

1,585,253. Safety Valve for Water Heaters. Luther D. 
Lovekin, Ardmore, Pa. A metal water fitting having a 
plug holding socket formed in the outside of the wall, in 
combination with a fusible plug fitting in said socket, a 
gas valve casing, means securing the said casing to the 
fitting, a valve for shutting off the gas, a valve stem 
secured to said valve and normally abutting against the 
fusible plug when the valve is open and a spring acting 
to press the stem against the plug and to close the valve 
when the plug fuses, 


East Chicago, Ind. 


. s + 
1,585,200. Trap. Walter L. Ninow, Chilton, Wis. A 
trap of the class described comprising a body provided 
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| with an inlet opening and an outlet opening, a vertically 
extending wall interposed between the inlet and outlet 
opening, the outlet opening being placed above the inlet 
opening, said wall being provided with a clean-out port, 








628- H Dececo Lavatory Combination 


Br pout incased in china and overlap china handles concealing 
the ‘ie tems are the two exclusive features, making this fixture 
foremost in its class. Thru your Jobber 


THE DECECO COMPANY, 3 BOSTON 






















If You Could See | 
every part of the No. 32 Torch, 


| 
} 
you would be convinced that its | 
makers must be mechanics, | 
} 
| 
| 


1,585,253 
a plug for normally closing said clean-out port, and the 
outer casing of said trap being provided with an auxiliary 
lean-out port in alignment with said clean-out port 


skilled in the work, and that formed in said wall 


only materials best suited for 
each part had been used. You 
would then understand why 
the No. 32 is so popular. 
Costs but a trifle more than 
some and will save user its cost 
in fuel saving alone. Jobbers 
supply at factory price. 


* os 7 
1,584,986 Floor Drain. Wells S. Fleming, Portland 
Oreg. In a floor drain, a tubular body having a laterally 
directed flange having an annular recess on its upper face 
a sheet of waterproof material overlying said flange, an 


Ce cr 
+ 


LE 
| 


\ 





Clayton & Lambert 
No. 32 Torch Mfg. Co. 


Ask for latest price 6246 Beaubien St.. Detroit. Mich 























1 . ! 
Vanderman’s 1,584,986 
Steel Tool annular clamping-plate adapted to seat in said flange 
recess and to be clamped to the flange upon said water 
Chests proof t ric "eS ¢ : > surfac 


material to present an unobstructed surface with 
the waterproof material overlying the outer edge of the 


flange having drainage into the tubular body, and a sleeve 


Combination arranged to be adjustably set within said tubular body 
Bench Pipe Vise 


Send for Catalogue 


The Orchards-Sifton school district, Orchards, Wash., is 
planning the construction of a swimming pool. 


A municipal swimming pool and bath house, 80x120 ft., 
Manufactured and for Sale by 


|The Vanderman Mfg. Co. 


Willimantic, Conn. 


} is to be constructed in Beaumont, Tex., at a cost of 


$20,000, 


PHILADELPHIA 


DUL LUT HT Safeguard Your Valuable Stock a, ESTNUT and 39th STREET ~ 


In every plumbing shop there are a lot of valuable miscel 
e laneous articles, such as washers, small tools, candles, CGS Wana 
S oc solder, nickel — and brass work, air valves, spigots, 


stop cocks, valves, small brass nuts and screws. It is not 
Fireproof 


desirable to keep these in open bins in the store room or 
basement where anyone can von 4 himself at will without 

- Unrestricted Parking 
600 Rooms 


charging it. Most master plumbers keep them in closets 
or drawers in the office or in the show room, but even this 
500 Baths 
Rooms with running water 


is unsatisiactory 
n “Duluth” Semi-Steel Stock Boxes the stock is con 
from $2.50 per day. ooms 
with private bath and show- 


cealed from view and safeguarded from misappropriation 
er from $3.50 per day 


by unauthorized persons 
Food and Service the best 












Send for the folder describing “Duluth” Semi-Steel Stock 
Boxes for plumbers. You can order through your regular 
jobber 


Boxes DULUTH SHOW CASE CO. 


General Offices, Duluth, Minn. 
Formerly made by The New York Office Chicago Office 
Haddon Bin Label Co. 101 Park Ave. 180 N. Wabash Ave. 





Near West Philade! 
phia Station, Penn 
syloania Railroa 
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8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 
. | . : . 
Situations Open Miscellaneous aw eee | ( 
sm ( i 

SALES ENGINEERS; CALLING ON PRINTING; ATTRACTIVE STATION- ce ce, CL. Hi , 

heating and power plants, consulting ery at lowest prices, fine bond letter Ho oO \ ‘ , * 
engineers, heating and plumbing con- heads, envelopes, billheads, statement n tl 
tractors, and jobbers wanted on com- ecards, $2.00 500: $3.00 1,000 Sample Arch W \ 

on basis, to sell a line of pressure free National Economic Specialty €« Ss 
ing and regulating valves, strain- 284 Glenwood, Leonia, N. J. 

er steam traps, boiler feeders, ete rREASI ARTMI | 
Sta past experience, lines you are 9 \ oO W 
handling and territory regularly cov- PLUMBERS BIN LABELS 4 \I S 
ere Mueller Steam Specialty Co., iw , ’ 
In 502 W. 126th street, New York 1 3 er ’ 
SALESMAN: TO SELL DIRECT TO ay ? Li | ; M Hi , 

the trade a complete line of plumb- oe . 
ers’ high grade brass goods and spe- ee . . ‘ 
cialties. Texas, Oklahoma and Kansas RED. ELLS M : I mt iH , 
erritoryv. Give age, » ‘rience ¢ ap 
~ "pte sb The Re PO so oo — Send for samples and prices and free booklet: of tl 1 Ar | 4 
land. Ohio — a , “How to Simplify the Work in the Plumbing Shop."’ W \ er \ 
and ° Haddon Label Co., Haddon Heights, N. J. ee ‘ ; 3 . 
SALESMAN: MUST BE ACQUAINTED | TREASI yt Mint Pray Tea £ I 

1 ! ‘ ) ‘ \ 


To sell direct 
plumbers’ and 
Age and full 


ith plumbing trade. 
a high grade line of 
water works brass goods. 

ormation as to former connections 
and experience must be given in first 
letter Address Key 622, “Domestic 
Enyvineering,” 1900 Prairie Ave., Chi- 
cago 


Lines Wanted ; 


MANUFACTURERS’ REPRE- 

sentative with offices in Chicago is in 
position to take on one line of plumb- 
ing material. Can devote the entire 
time of one man to the line. While 
we do missionary work among contrac- 
tors to help our business with jobbers 
we will not consider a line that is not 
reasonably well advertised. Address 
Key 660, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


Situations Wanted 


MANAGER-EXECUTIVE — OFFERS 

his services to medium size manu- 
facturing plant desiring new blood in 
its business. Can organize, system- 


atize, analyze; competent to assume 
full charge. Can handle manufactur- 
ing, sales, advertising, etc. Technically 


trained. Of especial value to concern 
desiring to expand or to one that has 
become stagnated. Location, preferably 
east. Address 605, “Domestic Engineer- 
ing,”’ 1900 Prairie Ave., Chicago. 


POSITION WANTED: 

tendent or foreman Where ambition 
counts by first class man, good drafts 
man and layer out. Technically trained, 
two and one-half years in present posi- 
tion Desire change where advance- 
ment possible; first-class references 
Address Key 621, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


POSITION WANTED—SALES MAN- 
ager. A hustler. Open for engage- 
ment either in full charge or to handle 
important branch not as productive as 
desired. Technically trained. Can sell 
and manage others. Stimulates slug- 
gish sales. Fully experienced. Loca- 
tion east, south or New England pre- 
ferred. Address 606, “Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 


AS SUPERIN- 





Learn Heating and 
Plumbing Designing 


Utilize the long winter evenings in taking an 
Official Course of Instruction in lines that will 
increase your income next Spring, Summer and 
Fall. 

Scientific 
Plumbing 


Designing in both Heating and 
ie the Engineering end of the in- 
dustry. The installation is relatively easy in 
comparison. When you ‘‘once’’ have entered 
our Instructions—you will like it. Write today 


We Teach You In Your Own 
Home, Personal, Clear, Direct 


Our School Directory sent Free to interested 
parties. Indicate your Course when writing. 
HEATING VENTILATING ENGINEERING 
SPECIAL STEAM & WATER HEATING 
PLUMBING DESIGN & INSTALLATION 
WARM AIR HEATING 
CONTRACTING & ESTIMATING 
MECHANICAL DRAFTING 


Start with the 1926 School Season 


ST. LOUIS TECHNICAL INSTITUTE 
4541 Cayton Avene - &. Leute, Missouri 


STOP “GUESSTIMATING” 


Avoid Errors and Omissions. Our 


Plumbers’ Estimate Sheets 
will SAVE Time and Money. 
100 leaves in a book—42x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel Springs, N. J. 


In Businese Thirty Years Noted for Quick Service 







Government Proposals 


TREASURY DEPARTMENT, SUPER- 

vising Architect’s Office, Washington, 
D. C., May 29, 1926 Sealed proposals 
will be opened in this office at 3 p. m., 
June 24, 1926, for alterations and re 
pairs to the heating system, at the 
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Books for Your Trade Library 


OVERHEAD EXPENSH AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
4%x7 1n 138 pages. 24 tables. Cloth 
Price, $1.60. 


THE TABLE OF ESTIMATED RADIA- 
TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standar recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tablese—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size, 
4%x7% in. Saves thme and eliminates 
errors. Priee, postpaid, $1.00 
PATENT SENSE—VALUABLE BOOK 
(free) for inventors seeking largest 
deserved profits. Write Lacey & Lacey, 
765 ‘to Washington, D.C. Wstabliohed 


Beoks Seat Pareel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 











GOOD SERVICE PAYS 


Use the Classified Department of “Domestic Engineering’ to get What You Want 
You will find ita SERVICE THAT SERVES 


It is the hardest thing in the world to find and 
the cheapest thing in the world when found 
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By refinement in design 
we eliminated | 
complicated mecha 
nismandcumbersome 
appearance, then im 
proved all essential | 
factors—G-E engi- 
neers have produced | 
the outstanding | 
pump motor for your 
every need. Here is | 


the RSA. 


Type RSA Single 

yaw d repulsion in- | 
ction. motor—sizes | 

a Ih.p. | 








A Pump, a Motor, and —What Else? 


When you have installed a water system, what have you 
delivered besides the pump and the motor? Unless you 
have also delivered other values you do not gain the 
good will and reputation that should be your extra profit 
on the job. 


When you install a G-E Type RSA motor you have ob- 

tained for yourself and your customer the insurance of 

continuous pumping service, the highest quality and the 
4 7 guarantee that General Electric will always stand back 
of you with its nation-wide service. 





G-E Motorized Power for 
umping i th . . 

tt a gg Pump manufacturers are using G-E Type RSA motors 
and economical applica- as standard equipment because they know that their 
tion of electric power. > ‘ 
ieiteie” as-cnemenel pumps perform only as well as the motors that drive 
to pumps it provides last- them. And they know also that they can depend upon 
ing assurance that you G-E Motorized Power which is the result of 


have purchased the best. : ; ‘ 
thirty years’ experience. 





Specify A Type RSA 
feceusers will co opersee MOTORIZED POWER 
with G-E engineers in 

taking care of your needs. ~for Pumping 


GENERAL ELECTRIC 


FRACTIONAL HORSE POWER MOTOR SALES DEPARTMENT, FORT WAYNE, INDIANA 
| SEC SS SAR EPSON = 








Mention Domestic ENG&NEERING when writing advertisers. 












